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HAPEX Outstanding Success 


Lee And DeVoss Win Grand 
Awards At HAPEX; Visitors 
Enjoy Splendid Hospitality 
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“We're having the time of our lives,” wrote George W. Linn, edi- 
tor of this paper, for himself and Mrs. Linn, on vacation in Hawaii 
where they visited the Hawaiian Centennial Stamp Exhibition in 
Honolulu. Following the stamp show, both spent a week touring sev- 
eral of the more interesting islands of the Hawaiian group. The 
exhibition took place from June 28 to 30 in the spacious Honolulu 
Armory, highlighted by the display of copies of the rare and fabu- 
lous Hawaiian “Missionary” stamps, printed 100 years ago in 1851. 

For a while it appeared that the 
state-side, Hawaii-bound collec-| issue, won the trophy in the section dee 
tors who had chosen to travel by | voted to the other countries of the world; 
boat would never be able to leave | ,,U¢,,,Coymell of Wichita, Kansas won 
in sufficient time to arrive before Topical section with his famous ‘Kicking 
the close of the exhibition. A} Mule Cancellations.”; and 
maritime strike delayed departure om panty tay laces take wae O 
for four days. An extra fast run | the best junior entry with her exhibit of 
by the Matson Line’s “S.S. Lur- | children on stamps 
line” put evervone on the dock Gold Medal Winners Were: 

oe Robert A. Hanson, San Francisco, Cali 
at Honolulu in time for the open- Hubert M. Jury, Honolulu, Hawaii * 
ing festivities in connection with] Floyd W. Fitzpatrick, Honolulu 
the stamp show. Donald MacGregor, Detroit, Mich 

Gaylord P. Wilcox, Puhi, Hawalt 

Dr. Robert C. H. Lee of Hono-| wiitiam c:. aichele, Hollister, Calif 
lulu, with his outstanding col- ae sores, Beverly Hills, Calif. 

we: ate estes > x miral Geo. C, Dyer, Chevy Chase, Md 

8 % oe s sie site lection of Postal Markings of Ha William O. Lea, Seattle, Washington 
; ‘ yaii, won the Atherton Trophy,| br. shunzo Sakamaki, Honolulu, Hawatt, 
HAWAIIAN CENTENNIAL EXHIBITION. 1951 is the 100th anniversary of the appearance of the fabu- |prand award for the best collec- | siver Medal Winners Were: 











lous “Hawaiian Missionary” stamps of which only a small quantity were printed, and of which only tion of Hawaii. J. F. Westerberg, Mill Valley, Calif 
rvived the years. In celebration of the event, Hawaiian collectors planned a stamp exhibition awe . : 7 Herman Herst, Jr., Shrub Oak., N. Y, 
a few su y ™ p k Sharing the spotlight with Dr. Roy C. Mitcliell, Los Angeles, Calif 


held June 28 to 30 in the Armory at Honolulu. Part of the displays are shown in the picture above, Lee, was Major James DeVoss of| pr George L. Fite. Bethesda, Md 
Entries were received mostly from resident collectors, although a number of continental U. S. phila- Ft. Shafter, Hawaii, whose high-| ©. Vernon Turner, ‘Honolulu, Hawait, 
telists placed pages from their albums on view. The Postal Administrations of fifteen foreign govern- ly specialized collection of the a Gruare Boyhee, mousten, Texas 

. a ste pee a - . eae a ae fe . Brasch, Norwalk, Calif 
ments cooperated by sending special exhibits. Photo—Carter’s Camera Shop, Honolulu. Canal Zone won the Association] charies W. Dougan, Glerdale, Caiif 
és for Stamp Exhibitions Trophy, Dr. H. M. Barnhart, San Marino, Calif, 

“7 sae ees . re Svend Yort, Washington, D. C. 

the grand award presented t0/peonze Medal Winners Were: 


cals ° ' Simple Design For sel gg seg se ie , 
olor te) veclalization Is A ; eas the best collection in the balance Roy C. Mitehell, Las Angeles, Calif. 
C I Malayan Definitives of the show. William Dabel, ‘oon "aeaation iw 


Philatelists who had not seen| GG Frazier. Washineton D.C. 


fre a a © 
* j > sy > ° : - vt 
Difficult I ield; \ ar y ing The design chosen to grace the| cither the Lee or DeVoss col =") S. Guu teat Gets Gee 
N. Y 


‘yt : ctions during th ast several 
new definitive issue for Malaya| lections during the pé Fred Bauer, New York 


\ . months were amazed at the addi- ep ene 
: released Jul tl is comm : - | David D, Caldwell, Washington. D. C 
Factor S Affeet End Result 4 on %©/ tions and improvements made in| Joseph M. Ciary, San Francisco, Calif 


these exhibits since they were - Rogen Yoshizumi Hawaii 

j . y cy ashi ac — medals were awarded on an opene 

by A, L Mackenzie shown in Washington last year. | Show basis with the exhibitors competing 
FOREWORD 


It was obvious that both in- | as one class. Presented on . sectional com- 
In the April 9 edition of Linn’s Weekly Stamp News mention 




















dividuals were seeking new/| petitive basis, the following were the rib- 
laurels. The slang expression of | 20" #ward winners 

smts (66 ae 5 ae “ely | Section (—Hawaii 

Hawaii, “Go For Broke”, truely | subsection A—Postal Histors 














was made of the fact that it is not possible to acquire a color chart characterized their efforts. Dr. 1—Dr. Robert C. H. Lee, Honolulu, 
satisfactory for use by stamp collectors. It was suggested that money Lee’s collection also won the o-Fuya Ww Fitzpatrick, Honolulu 
spent for any of the so-called stamp color charts would be wasted SPA Trophy and Major Psa oo await , 
i inic as i 2ars - ‘ was awarded the APS Medal— 3—J. F. Westerberg, Mill Valley, Calif. 
I agree with this opinion. For the past eighteen years I have con leach of the fifteen values. K has Meh Ropriinee agp eas te an | Sunesstioh Datenel’ twee 
ducted my own printing business in Bloemfontein, South Africa,/_ portrait of the reigning rajah ot abit wen I ae tea o the; ““1—Hubert M. Jury, Honolulu, Hawait 
. ° ° . . 2c > re r > = a " A ~ saad 
where I have had printing work in the several mediums of repro-|in an oval which is flanked by — a ~ BB gu a eee ee 
. ° . | ° py 2 res De y ¢ < so- lif. 
duction, and in many, many colors. I believe I have gathered a fair palm trees, pe on a 3—Denis A. Christin, Grass Vallog, 
on oe . as ae : bean? ie : - - — S- : Calif. 
amount of knowledge about coiors and color work from actual ex-|_ — of value are to be found | Floyd W. Fitzpatrick of Hono-| gubsection. C—Other Issues 
perience, and from studies. in panels at the bottom on each lulu, won the attractive trophy | 1—Floyd W. Fitzpatrick, Honoluls, 


| Hawaii 
Section Ii—United States and other 
Possessions 
| $ubsection A—Postal History 
} 1—Donald MacGregor, Detroit, Mich. 
| 2—Herman Herst, Jr., Shrub Oak, N. 
I ¥ 





The remarks made about colors "| ; sais 3 4 presented to the best exhibit en- 
a bit further on are written with tion arises, “What is meant by the enominations are Ic, C, 3c, 4c, tered by a membzer of the Ha- 
the idea of showing stamp collec-| word ‘Shades?’ ” 5 | Sc, yt 10c, 15c, 20c, 26c, 40c, 50c,| waiian Philatelic Society with 
tors how easily they can be taken! “ Until a satisfactory answer to $1, $2 and $5. his collection of Hawaiian Can- 








for a ride Rage Bee 
re his stion is found it is a sub-| . cellations, 
The reason for this is that color | as — to he rewarded with | Hobby Convention George W. Linn. editor of Linn’s | 3—James A. Kerr, Honolulu, Hawait 
printing, and stamp printing is | Sus icion. H We ekly Stamp News and chair waguea wines, Pe 
. P ; ; Sus > > yy »otan 2WS é fhair- yavlor Files >uhi. Hawa 
essentially color work, is a high-| P At Columbus, Ohio ae an Gab Ghaee of inknes pre- shor C. Miticheli Loe Angelos Cait? 
ly technical job, and the men en- | COLORS IN STAMPS ; sented the awards to the win- 3-—-Dr. George L. Fite, Bethesda, Md 
gaged in it are specialists who) Now in its third year, the All ning exhibitors at the Luau (Ha-| "becctien C—een er : 
have spent their lives studying} There are over 103 different) states Hobby Club will meet for| "8 © feast) held at the beau- ” ap Chih, Wotan, D.C. 
the subject. grades of paper on the market to-| its third l wt a | Wenn sec a peat Raa Wiser’ wiltae eh 
its thir annual convention an tiful Cannon Club on the slopes 2—Dr. Willard Eller, Honolulu, Hawatt 


In view of this, it must be ob-|44y, and these color charts are| exhibition at the Neil House in| + 1; Subsection D—Precancels 

; s, ‘ ) , i : ; , of Diamond Head. illig San Frs q P 

Vious that the layman who is not |seldom if ever printed on the Columbus, Ohio from July 20 to Harry L. Lindquist, publisher Quhunatian Goliamemen enentee ene 
9 : . ) ‘ 


wn 7 l ee . . - > « ara 
Qualified by experience or study | same stock as the stamps are. The of Stamps Magazine and G No- 1—Joseph A. Herbert, Jr., Washingtom, 
. 5 dD. C 











is w ; .|reason for this is obvious. The Thi a » oe ‘ ; : ; 
ide open to any shark who is} —¢' . weed far o weet ‘.|_, 2his National Hobby Conven-| well Usticke, head of Stanley illig ichele. Hollister, Calif, 
out to “ ’ |stock used for stamp printing is see : ’ : 2—William C. Aichele. Hollister, 
make a “fast buck”. ie tion, open to the general public, | Gj} ‘ vx : = ante 
{issued only to the governments| ..: A ape Gibbons, Inc., both of New York 3—Morton Dean Joyce, Beverly Hills, 
I'am only advancing technical | ang ther organization. This| Wil! have on exhibition most of| City, also served as members of = 
Teas: " salict | on to no other organization. 1S the popular spare time avocations - . ‘ Subsection F—Confederate States 
ons why the color specialist | pop pare avocations | the HAPEX Jury , 
should b ' sv: fact alone renders all color charts of persons from many arts of € ury. 1—G. G. Frazier, Washington, D. 6, 
€ careful before spending useless ne any P Sectional Trophies Were Awarded To: Subsect‘on G—General and other colleee 
4 lot of time in shades. aia {the nation, as well as some of a Floyd W. Fitzpatrick of Honolulu, with tions 
do not say that there are not Secondly, the publishers of | most unusual and unique nature, | his collection of Hawaii postal history won 1—-J. Stuart Boyles, Houston, Texas 
thades. There are. But the ques-| these charts have no means of} The Ali States Hobby Club was| ‘¢ Hawaiian section trophy; ap nse fig Re agagy 1 
—_— . m ri ; radia . > _ ° ae Tae a s _ i ral Se ces A 1 
———— —| knowing the ingredients used by| organized at Indianapolis, Ind. in| ,%5¢?8 BM png et Mg My omy ene Stamp Club, Washington, D. 
,, Us COMPOUND PERFS — ie + te in “ 1949 with the express purpose of | Siater solic’ wie eee oy ited nr pam H—Possessions (excluding 
7 rt . . - s > . » awaii) . 
Mint Usea| 0 Obtain e  snades\ on €; encouraging people to develop | enues S—etaier dames ©. Devers, Mt. Gnade 


88 Ie 11210, Pine to Very Fine $ .25 $ .25|Stamps. When it. is realized that their playtime pursuits, with the |,.Hemty, Whittaker of Victoria, British 


| : %e ; ter, Hawaii 
wy 2% lxl0, Fine to Very Fine 29 .29| for the different shades of green convention established for the | ce canads, tock top Roners in the 


2—-V. H. Rohwedler, Glen Ellyn, Th. 



















































3e 1ix1 7 . British "mpire section with his collection - : AR. 
Wi fe tint, Pine °°, Ver? Pine 129 12t\alone 21 different colors are} place to display them a tees Section IN—British Empire 
jvhaesseicas : . cans . . ‘ y -m. ; : bsection A—Great ts 
Me 2 lixil, Pine ||. °. 17 °°**’ 1.96 1.87| blended readers will appreciate) persons wanting to know more|_ £. D. Finney of Baltimore, Md., won the oe David D. Caldwell, ” Washingtom 
aetion Guaranteed or Money Back.| the force of my point. about the organization can write East Asia section award with his beautiful D. Cc. 
LEE GILBERT As further emphasis I might +4 j : . collection of China Classics; 2—James A. Kerr, Honolulu, Hawatt 
te. | ‘ ’ to Eleanor Kaminsky, correspond-| Jack R. Hughes, Oakland, Calif., with ‘ 
1005, 116 Nassau St., N.Y. 36, N.Y. (Continued on pag 11) ing secretary, 12018 Hamlin Ave., | bis collection of the Samoan Express (Continued on page 11) 
| es ~ ——— =a, | Cleveland, Ohio. | ae. 2 W! a aga hag 
BRITISH COLONIES CONGO 'Y WAWAIAN Y. a FREE U.S.CATALOG! 
ite ‘Prompt service. .never-failing HAWAIIAN X So ee ee Peay : 
amen . ¥- ste s weekl ’ ov s - ear at . 
weet, and stamps of A-1 quality } || S07thing from this county of jen? || : : ion ow Iunes OF tatu Gag cover svevies | i Big-Valuable! 
J west possible prices, send today countr; app your Il! Gentennial Official Cachet with & new eyelet of trading ctomes. |e \ 
telectio mumuetety “made to ena” All Albums & Catal i tock Send for information or “JOIN NOW” * > | Now! Authoritative, new, convenient 
n bums ata ons n s' oe . } A all interesting cover | t | ote M hi ’ 5 Risa guide to United States stamps pub- 
ROSE HILL STAMP co | vue atane nGuae | s really woe ‘ ~~ cover in true | 2he Monthly, sta ie lished by world’s largest ane frm 
. | | awallan colors ‘overs maile ‘ undreds of illustrations, up-to-date 
on S04 St. Cloud. Minn.} |] 35 Court st cemie & 0 wilmtitiem oT et The Collectors Stamp Club a cellsggd gg carcdenptprc tinny 
a Bese ‘ ee —_ 3265 81 Street Jackson Heights, N.Y HARRIS & CO., Boston 17-C16, Mase, 
—— ace =| Only 30c each — 4 for $1.00 3 MB. Ps. < 5 AT LE RES = sen 








a — —— oo A SPECIAL HAND 
SPECIAL OFFER OF THE WEEK WOR LD CANCELLATION, |] SELDOM OFFERED 
“8 Mint #010, #011, #CEI, #CE2 Supply limited - Send in your order 1,000 Diff, Scandinavia (Mid) - $14.50 


Used #615, +644 TODAY. 
Here's a mounted collection of fine stamps from Norway, Sweden, Denmark, Iceland 


Only $1.00, , $2 88 

Approvals accompany. eee ae. " X FLEETWOOD COVER x! and Greenland to give you a real “lift” in your Nordic section, 
WHI bd H | Satisfaction Guaranteed. 

tox ay TON-STAMPS Circle Stamp & Coin Shop SERVICE | INVESTMENT STAMP - PEERS 


WESTPORT 5, CONN. 38 N P ° s a i 
o ena. Ave. indianapolie 4, ind Pleasantville, New Yort Chicago, 20, Ill. 






































A commemorative was issued 
by Austria in 1949 for the Esper- 
anto Congress held in that coun- 
try. 


2,019 DIFFERENT STAMPS 
only $400 


v¢ (10 stamps for 1¢) 
ZI 
including rare y 


TRANSVAAL 


Set... worth 


*3.60 alone! 


Amazing collection of 2,013 different stam 
of the World. catalog value $31.73, for oni 


Interest With 
“Companion” 













new issues close at home. 
The merits of Canadian phila- 
' tely are so many, and have been 
so often discussed, that it would 
be pointless to attempt to list 
92.00. You get pictorials, airmails, com. | them here, Most collectors, even 
m es, prov Is, surcharges, etc.— | those whose interest in Canadian 
bundreds © emsoeal and fodnaing stamps, | issues are limited to a few pages 
WORTH MORE THAN ENTIRE COLLECTION haphazardly mounted 
This offer fearures, Transvaal 1885 issue, | ternational album, know that the 
3-34 in mint condition to the high value | stamps of Canada offer attractive 
fc shilling. Ask any deater what this 66 year | desi handsome engravin and 
old set is worth, and chances are he'll want Bn, Né 8 g, 
to buy it from you! SPECIAL BONUS; Aus- |SOlid value, all backed by the 
tria U.P.U. Air Letter Sheet, setling for $2.50, | postal administration of a friend- 


also included while our supply lasts. ‘ ; j i 
Yes, 2,013 different camps for oaly $2.00 | ly neighbor whose philatelic in- 
| you pet sow. We'd include our famous | tegrity has never been criticized. 
jargain Fore: ' sensational : ae 
orn wy Be gy py he _ Nearly all collectors in this 
jcountry “specialize” 


values. Money back if not satisfactory. 
Bend $2.00 TODAY. Ask for lot 111 tent im United St Thi 
|} tent in nited States issues. 1S 
PENITH CO, 95 Wassau sr. W. ¥. 98. H.-Y. | year most collectors are disap- 
z —— _ | pointed in the limited number of 
jnew United States commemora- 
tives promised, What these col- 
lectors may not realize is the ease 
Postage Stamp Album |with which they can transfer 
A new-up-to-date stamp album which }|jtheir philatelic interest from 
provides epaces for over 15,000 stamps | "Ther States to Canadian items. 








The Perfect Beginners Album: 


The New World Wide 


It bas over 7,150 illustrations, World . . , 
maps in full color, Historical and There is an especially easy and 
Geographic descriptions of each Coun- {| pleasant way to make the trans- 
try, a guide to the oe a collector ition, one which I have never 
sta entifier. F »se-le ae > 
Sak > canes cues bowel Fe tears seen discussed heretofore, I call 
this method, which I have used 


ALBUM Compiete With Binder .. $3.95 |; yo 
(outside delivery area add 20c postage) || )2 My OWN collection, the C ana- 
dian Companion Collection”, 


GIMBELS Briefly put, the idea is this. 


World's Largest Stamp Departments [/ Canadian stamps have so much 
Sard St. Brongay ings at Mersct |/in common with United States 

stamps that a “companion” col- 
oo ———— | lection can be formed. Stamps of 
the two nations whose designs or 
themes are similar are mounted 
side by side, with appropriate 
write-ups, to form a “two-coun- 
try” sideline collection. The re- 
sulting album pages always at- 
tract interested attention. 

An ideal stamp to use as a 
frontispiece for a “Canadian 
Companion Collection” is U.S. 
#961, illustrating the bridge at 
Niagara Falls, and issued in tri- 
bute to the long and peaceful 
friendship between the two na- 
tions, 

Since Niagara Falls is a fami- 
liar point of contact, the second 
page might show “look-alike” 
items: 
the Falls, side by side with our 
own #568, the “Falls” stamp of 
the old regular series, 














As A Result 


of the publication last winter of our 
book on Nineteenth Century U. S. Post- 
marks (2,000 illustrations, 300 pages, 
$5, postpaid) we have had countless 
requests from collectors for materials 
of this nature. To honor these requests 
we seek to buy exceptionally fine 


stamps or covers of U. 8. 19th Cen- 
tury. Our 20 year reputation for pay- 
ing fair prices promptly is your as- 
surance of a satisfactory transaction. 
Better stampless and Western covers are 
also wanted, 


HERMAN HERST, JR., 


SHRUB OAK, NEW YORK 











DETROIT COVERS 
250th BIRTHDAY FESTIVAL 


EMBLEM in 4 beautiful colors. 
American Blue and Orange, 





British Red and French Blue. #145 (as well as on 
& for léc Stree 10 for 56¢ stamps), and there are many maps | “ies 
20 for $1.00. of the United States available, | Ssues 
FIRST DAY COVERS from the Louisiana Purchase se- 
Bingle 20c Pair 25c Block We ries on. To tie both countries 


appropriately into the world sit- 
uation, a copy of the attractive 


ALBERT (. BUTZEN oe stamp, #85, fits in nice- 
y. 


Detroit 26, Mich. #157 shows wheat 


Plate Blocks 75e. 


Canada 
farming; the 
similar scenes on #286 (“Farming 
in the West”) and on #Q11 of 
the parcel post series. #Q10 of 
the latter series shows dairying 
and this stamp would be an ap- 


1504 Broadway 
MINT SHEET CO. AX 
276 W. 43rd St. N.Y.C. 18S 


PLATES Which Do You Need??? SHEETS 
itt Matehed Cpl. Matched 





— 


934 Army ....... 75 | (16) 3.15) 1.85 4 , : 
# $ propriate companion for Canada’s 
I 75 | (24) 4.75) 1.85 25 and 26 
936 Coast Guard 75 | (16) 3.15| 1.85|/#204 and #268. 
937 Smith ........ 75 | (16) 3.15] 3.50 Canada has shown the gov- 
ae M. Marine ée 4 = 4 Hp ernment buildings at Ottawa on 
sc BC .seece ‘ { § ee » oka € 
970 Ft. Kearny .. 80) (16) 3.20] 1.89| Various stamps, among them #202. 
971 Firemen ..... 90| (16) 3.60} 1.85|These make an attractive page 
972 Indian ...... .90/ (16) 3.60] 190| with the United States issues 
pA ee me “ast a ned a showing Washington scenes, par- 
975 Rogers ...... 1.10/ (16) 4.50| 2.45| ticularly last year’s sesquicenten- 
976 Ft, Bliss .... 1.20| (16) 5.60) 2.75|nial issues. 


The Defense and “Win The 
War” stamps of our country make 
la’ fitting (if not so attractive!) 
companion set for Canada’s war 
effort stamps, showing a_ tank, 
corvette, ete. 

Several handsome pages are de- 
voted to the “‘ship” stamps of the 
two countries: United States #294 
(lake steamer), #548 (Mayflow- 
er), #614 (New Netherlands), and 
many others, together with Cana- 
da’s superb Bluenose (#158), Bri- 
tannia (#216), destroyer (#260), 


83% Discount on sheet orders over $50.00 
and Plate orders over $100.00. Get our 
free sheet and plate lists. 


TT DIFF. U.S. — 25¢ 


77 Different United States postage stamps, 
eut squares, postage dues, etc., all for 25¢ 
to approval applicants to our general low 
priced stamps. Many offers included with 


order, 
UTECHTS 


1143Y No. Keeler 





Chicago 51, tl. 








SEND i0c ‘FOR SAMPLE 
COPY of atiracilve 60- 
page “SCEC” MAGAZINE 
with full particulars on 
how to exchange your 
stamps with fellow mem- 
bers in every country. 
“STAMP COLLECTORS’ 
EXCHANGE CLUB” 
HICKSON, ONTARIO, CANADA 


10¢ FAMOUS S 
AMERICANS ad 


VERY FINE CONDITION 








Mint Mint Plate 
Sel. Blk. 
Clemens .,.....$ .40 
Riley cove 80 
Washington .... 
Addams ..ssocoe 40 
Nevin seseses 75 


——— — 





USED BRITISH COLONIALS 
5,000 Different 







in stock, 
All Colonies Remington .es0o .40 
All periods Bell .....+ec000e0 1.75 


Prey Your want liste will 
receive our immediate 
attention, 
WOODVILLE STAMP CO. 

Woodville, Mass. 


THE POSTON COMPANY 


168 Greene St. New York i2, N.Y. 

















in an In- | 


to some ex-! 





| A conseientious dealer 

The next logical step would | 
be to show maps of the two na- | road 
tions, Camada’s map appears on} 
airmail | 





United States has | 








LINN’S WEEKLY STAMP NEWS 





A Canadian 
Collection 


by Henry Howland 


This is an ideal year to begin to work in earnest on a Canadian 
collection, because this is the centennial year for Canada’s postage 
stamps. Dealers will offer unusually fine bargains in Canadian items, 
because competition will be greater. And there is yet another reason 
for turning to Canada this year. The shortage of new United States 
stamps leaves the average collector with an unsatisfied urge for 





| panes, 





| 


(#273). 


A whole page can be given to 


two stamps and the proper write- 
;}up explaining their conflicting 
| claims; Canada’s #204 and United 
|States #923. The two ships de- 
picted (the Royal William and 


|the Savannah) both claim to be 


|the first vessels to cross the At- 
lantic under steam! 

Canada has_ issued 

;stamps which have no 
| United States counterparts, but 
| whose subjects are of interest to 
|this country. Among these are 
#209, honoring the United Em- 
| pire Loyalists, American colonists 
| who moved to Canada to remain 
{loyal to the British Empire at 
| the time of the American Revolu- 
ition, and #246-248, celebrating 
lthe visit of the British Royal 
Family to Canada and the United 
States in 1939. 

And a place of honor in a “Ca- 
nadian Companion Collection” 
should surely go to Canada’s #176, 
which shows the church associat- 


| 
“Evange- 


jed with Longfellow’s 
line,” 

One of the most attractive fea- 
tures of such a “companion” col- 
lection is its economy. Most of 
the United States stamps needed 
are already in your collection, 
and the Canadian stamps to match 
them can be purchased in most 
cases for a few cents. Even the 
mint Canadian items are not out 
of reach; the most expensive, I 
believe is the “Evangeline” item, 
which will cost perhaps nine or 
ten dollars in mint condition, 

Of course a “Canadian Com- 
panion Collection” is not an end 
in itself; it is only a pleasant in- 
troduction to the joys of collect- 
ing Canadian stamps. Once you 
have mounted the ten or a dozen 
pages required to adequately dis- 
play these interesting ‘“compan- 
ion” issues, you will not be able 
to resist the beauty and appeal 
of other Canadian issues. You 
will want to go on to a full treat- 





Canada’s #225, depicting | ment of Canadian stamps. 


Here again, the matter of eco- 
nomy is a pleasant advantage. 
will be 
able to help you well along the 
to completion in modern 
Canadian issues without too great 
expense. Certainly a more rep- 
resentative selection of Canadian 
ean be formed for less 
money than a comparably-com- 
plete United States collection. 

Why not start a “Canadian 
Companion Collection” soon? This 
is your interesting, inexpensive 
way to learn to know Canada’s 
stamps—and to get on the band- 
wagon in this Canadian Centen- 
nial year. You'll never regret it! 


Reno Chamber Has 
Slogan Cancellation) 





The Reno Chamber of Com- 
merce is sponsoring a_ special 
slogan cancellation. It was an- 


nounced that a Nevada Centen- 
nial slogan has been approved by 
the Postmaster General and will 
be used until December 31, 1951. 

Those desiring this slogan can- 
cellation may send their self-ad- 
dressed stamped envelope with a 
stuffer to: Reno Chamber of 
Commerce, P.O, Box 2109, Reno, 
Nevada, 

Since the first day of its use 
has not been announced, the Reno 
Chamber of Commerce will see 
that they are delivered to the 
Reno Postmaster so that all mail 
will carry the first day of its 
cancellation. 

An inscription on the outside 
envelope should carry “CAN- 
CELLATION OR SLOGAN.” 


Ten to One 
it Will Be “Yes” 


If you have British Colonial 
stamps for sale name your price 
or send for our free estimate, 
without obligation to you. 
We need urgently a fine collec- 
tion worth up to $5000 but we 
will buy smaller collections or 
individual sets too. 
Our buying list is free on request. 


240 Broadway, New York 38, N.Y. 












corvette (#262), and train ferry 


several 
exact 


Prexies Dominate 
Bureau Activity 


There seemed to have been a 
lot of plate activity at the Bureau 
of Engraving and Printing ac- 
cording to the report released by 
the Post Office Department for 
the months of April and May. 

The low value Presidentials in 
booklets and coils re- 
ceived the bulk of the attention. 

In April, the following num- 
bers were assigned to plates for 
the printing of postage stamps: 

Presidential 3c coil, 170 sub- 
ject plates, numbered 24360-1-2- 
3-4-5, 

UCV 3c commemorative, 200 
subject plates, numbered 24366- 
7-8-9, 

Presidential le booklet, 360 sub- 
ject plates, numbered 24370-1. 

Presidential 2c regular, 400 
subject plates, numbered 24372-3, 
24378-9, 24382-3. 

Presidential ‘%ee regular, 400 
subject plates, numbered 24374-5. 

The following plates were sent 
to press and printed from during 
the month of April: 

Presidential 3c coil, 170 subject 
plates, numbered 24279-80. 

Presidential 3c regular, 400 
subject plates, numbered 24326-7, 
24320-1, 24334-5. 

UCV 3c commemorative, 200 
subject plates, numbered 24366-7- 
8-9 





In May, the following num- 
bers were assigned to stamp 
printing plates by the Bureau. 

Presidential le coil, 170 subject 


plates, numbered 24384-5-6-7, 
24392-3-4-5, 

Presidential 2c booklet, 360 
subject plates, numbered 24388-9, 
24400-1. 

Presidential 2c coil, 170 sub- 
ject plates, numbered 24390-1, 


24398-9, 24402-3. 
Presidential le regular, 400 
subject plates, numbered 24396-7. 
Presidential 3c coil, 170 subject 
plates numbered 24404-5-6-7-8-9. 
Presidential le booklet, 360 
subject plates, numbered 24410-11. 
Presidential 3c booklet, 360 
subject plates, numbered 24412-3. 
Only six new plates were sent 
to press and printed from for the 
first time during the month of 
May. These were: 
Airmail 6c booklet, 360 subject 


ONLY 15¢ 


for a mint copy of the Cipex Sheet 
(Scott’s 948) plus very fine used copies 
of 948a and 948b to applicants for my 
0. 8S. approvals. Postage paid both ways, 
Reasonable Prices, 


A. GEIGER 


1910 Oakdale Ave. Chicago 41, Wl. 














plates, numbered 24263-4, 

Presidential 3c coil, 170 - sy,’ 
ject plates, numbered 
24286-7, 24292. 





Monday, Jul 
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Mm. OHLMAN 


The Philatector Electric Watermark Detar 
No mess or odor, 


the stan. 

. in slide, turn a! 

the Tequiny 

\S the 
$5.25 Ins. Pp, 

(Extra Battery 50c) ome, 

116-L Nassau St., Nn, Y. 4 


My New U.S. — 
Price List 


is just off the press, and should be ip thy 
hands of every collector of 
send 3c stamp for 
A fine mixture of 500 U. S. Stamps lw 
different for only $1.00. 


CLEVELAND CADY, Tenafly, W. } 


U. § Issey 


filter 


illumin, 
shows a 










it. 
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urgently, 












If you're as bogged dow 
with stamps as our friend 
“Hugo” is with his bride... 
we can help! For we need 
stamps. 
We will pay cash for any 
worthwhile stamp — and we 
need nearly anything and 
everything from smal! lots i 
large general or specialized 
collections. 


We need these stamps immediately— 
NOW—-and, because we need them % 
we are willing and able 
offer considerably more than current 
market prices. 
Send us your collection today for = 
immediate appraisal. 
absolutely intact pending your accept 
ance of our high cash offer. BUT ACT 
TODAY—NOW! 


It will be held 








dition 
Check 





We can also use any U. 8. Stamp 
Cat. 25¢ or wore in damaged con- 
(thin, slight tears, 
10% of eat. value for any size lot. 
by return mail 






ete.)— 














§. H. ENGEL & (0. 


38 PARK ROW 
NEW YORK 7, N. Y. 


PS. “Hugo” sold us his collection twe 
weeks ago and is now honeymos- 
fmg on the proceeds! 












BELGIUM and BELGIAN COLONIES 


Why start a price war? We don’t need it, 


declined until 6 months ago. 


concessions, 


to our established motto: 








Belgium B84-92 27.95 | B222-32 1.58 
124-37 $26.95 | B93-98 2.28 | B233-40 1.25 
135 F 14.00 | B99-105 2.55 | B241-48 2.95 
170A Exhib. | B106 3.18 | B249 39 
Sheet of 25 | B107-13 3.75 | B250-55 2.25 
6.75 | B114-22 28.95 B256-63 2.18 
171 Sh, 3.45 | B123-24 5.90 | B264-72 .38 
172-84 3.45 | B125-31 6.75 | B273-78 .89 
212-15 8.95 | B132-43 35.95 | B279-80 .88 
221 Sh. 2.65 |B144-50 9.45 | B281-92 34 
222-24 1.28 |"B151 48 | B293-302 .29 
251-53 1.85 | B152-55 3.90 | B302A 29 
306-48 1.95 | B156-62 7.25 | B303-04 .65 
349-51 18 | B163-65 .46 | B305-14 34 
357-62 46 | B166-68 .29 | B315-16 .59 
363-68 52 | B169 2.95 | B317-18 .48 
369-72 29 | B170-77 .62 | B319-27 55 
382 24 | B178-79 1.58 | B329-30 1.45 
Bl-24 6.75 | B180-88 .66 | B331 1.45 
B25-30 4.75 | Bi89-96 56 | B332-41 32 
B31-33 1.45 | B197-98 .19 | B342-43 .48 
B34-47 54.95 | B199 65 | B344-45 .94 
B48-50 .28 | B200-07 .55 | B346-53 32 
B51-52 32 | B200-07 u .39 | B354-59 38 
B57-58 .44 | B208 69 | B360-67 58 
B59-63 .47 | B209-13 .59 | B268-69 .78 
B64-68 43 | B214-20 1.14 | B370-75 .48 
B69-77 3.75 | B221 46 | B376-84 59 | 
B78-83 1.79 |B222-24 53 ' B385-92 .36 | 
B395-98 64 

SPECIAL BARGAIN OFFER 

OF BELGIUM 


21 Semi-P. sets, mint, very 


fine start. ScB264 up to ;- t 
B416 no sheets, Cat $33.40 a ee $26 Cat. approx, $190.00 
s long as $ 2 a special 
stock lasts— $10.85 | BOW ane price * 
BELGIAN COLLECTIONS in Packages ..sseeceees 500...+++ . $2.85 G00.++++: ' 
yO eee 99660066500080 SOO) 8b ees Gee yu 
BELGIAN COLONIES ONLY, al! diff. .........00:+ 200... . ». $5.45 00 ae 
Please order your new simplified WORLD CATALOG, $3.00, delivery now, © ase 
1952 SCOTT CATALOG, Part I or HI, $4.00 cach, Combined $7.00. Small 
payment will held. 
Prompt Refund if anything is sold out. 
+ ‘or our offers 


Hf you are interested in rare Belgian imperf. sets please ask f 
STAMPS ARCADE F 
760 MARKET ST. 


eden 


Prices for stamps 
The lowest point seems to be attained 
are on an upward trend and supplies from Europe can be’ had only by higher pris 
But we still have old stock, which we 
Lowest Prices—Highest Turnover 


B426-30 


1 

1 

1 
B432-36 1.25 | Q2i9 
B437-41 1 

B4g2-46 1 
B447-54 1 
B459 
B460-61 
B462-66 
B468-76 
B477-79 26 | RQ24-41 








For PART II of your IN- 
TERNAT. ALBUM, 35 Post. 


B399-407 .54 , E1-6 
B408-16 54 | Q208-10 
B417-25 1.59 


‘a5 | Q211-15 


05 | Q216-18 
36 I 4 
45 | @220-42 
44 | Q243-48 
B455-58 .29 | Q249-51 
2.45 | Q252 
1.10 | Q253-55 
1.33 | Q256-58 
1.35 | Q259-61 





B480-84 59 17 vai. 
B482A sh .65 | Congo 
cl1-4 1.18 | 64-69 
6.95 | 80-85 
C6-7 1.35 | 88-111 
C8-11 3.38 115-29 
1.58 | 130-35 
C12 aw 1.24 | 136-38 
CB1-2 1.10 | 139-56 
Roosev. 2.30 157-58 
B417-25 159-65 
ovrpr. Cipex 166 
18 val 7.46 | 167-72 
B417-25 173-83 
perf. Imaba 
18 val, 7.90 


| 
Cat. Pr. | 
| 


in the past 5 yean 


will pass on to you according 


1.65 | Congo cont 
26 «OS 


; 88-69 = 3 
90-108 54 
| pi-i1 048 


5 | B17-20 6 
To fill 15 pages of 
PART Ii INTERNATL Let 
BUM, Postage, Sem i 
Air, and Parcel Post, 
in-all 46 mint Belgian sets, 


£. PHELAN BLDC 
SAN FRANCESCO 





Now they 


Bi2-14 
Bi5-16 34 


you 


— 














Pu help you start a 


Same, 7 handsome mint stamps ... 


HOWARD J. YOUNG 











Canada’s famous bi-color map stamp, #85, Mint ...+0++ 
Wheat Farming, #157, nice mint copy saeececovecacecenecere® 

“Evangeline’s” church, 7176, fine used COPY ..eceeceesrs 

Niagara Falls, #225, mint to please you 
Those are bargain prices—and they are offered to buyers who W 
them a selection of handsome, solid-value Canadian stamps to 
obligation to buy—and you'll enjoy looking! 


CANADIAN COMPANION COLLECTION 


My stock of Canadian issues is extensive, 
lectors become interested in the stamps of Canada in this centenn! 
For an attractive, interest-provoking ‘‘Companion Collection 

following stamps available at bargain prices: 
Packet of Canadian “ship” stamps—Bluenose, Royal William, 
Matthew, corvette, destroyer, and train ferry—i7 fine used stan 


; t elp more genera 
and I want to help al year. 


280 Ceniral 


Avenue A 
Orange, New Jerr | 


I have the 


Britannia, 


eeee 
ereacnerceee® 


eeceseccese® 


ill let me send 
jook over. 


1 o@l- 
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; ee 
Basuses 
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Monday, July 16, 1951 
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shown. as a prince, the SPA emblem. first and third lines of the over- 
; DID-YA-KNO 4. The emu. The stamps were added as a/| print. ; 
0 sub. x 8. He is Stephen Decatur recognition of the centenary of| First day of issue, according te 
2428) ( * etx P 4 these issues in 1951, and as a tri- | Mr. Ostrow, was June 24. 
: ‘TIS SAID 9. Liberty as represented by | bute to honorary chairman, Stan- _o—— —<————===—= yg, 
SC a a = the Statue of Liberty. ley B. Ashbrook for his outstand- 4 
Detect By Countries by “S. Q. LAPIUS 10. James Fennimore Cooper|ing work on them. THE FARLEY REPRINTS 
t pe (A319); Henry Wadsworth Long- There will be only a limited are going fast Here is a further 
urn dig ALGERIA 1. That the famous Venus de|fellow (A323). quantity of the plates available, |] srouping and a quick order is suggested. 
Pra. 25 a $ m4 pad — ht Milo or Venus of Melos is shown and since they are expected to Singles Blocks Plate Blocks 
uminata fe Diff, ses. --ssc:ssseeseesees 6.95 M10n the A74 design of Greece. The| German Reds Salute |be popular, early orders are sug- ie sesceeee = y~4 
WS yy ANGOLA design is the ancient proof that hi B ddi gested. ieee’ “48 100 
Posts, $0 Diff. % 100 Diff. 3.%Blanatomy looks good on girls.|| Red China Buddies Sale will take place during the|{ 7 --:---- . ae 4% = 1.00 
ARGENTINE Some psychiatrists claim she was convention, and by mail. Price by PARK SET COMPLETE 
~oa 0 Dif, doo Diff, ~—«-3.50/8N_ onychophagomaniac (finger| A pat on the back for Com-| mail is $3.00 which includes pack- i Ss Moy 
. +04 Be cuguvee tages sabe eee nail biter) hence the missing fore- | munist China is indicated by the|aging and postage. Orders and iio evailable—arrows, center, lines. 
>. 4 : arms. three stamps issued June 27 in payments are to be sent to Alfred hd 8 COIN 
500 Diff. 2, That a statue of Venus of|the East Zone of Germany. They|,a Ajjen, 514 Main St., Cincin- HARRY BLUE 
AUSTRALIA Cyrene appears on an_ airmail|are a 12pf green, a 24pf red and| ati 2 Ohio. ‘tie ins aeons 
95 Diff. 26 50 Diff. a stamp of Cyrenaica perhaps for|a 50pf blue, all proclaiming “Ger-| Scene of the convention and kis Gain tee eee 
ia“ its appeal to the heir minded |man-Chinese Friendship”. exhibition is the Hotel Sheraton- ‘New York 1, NW. ¥. 
100 Diff. 30 =: 300 Diff. 5g jrather than the air traveled. Mao-tse-tsung, Communist ov-| Sinton. U. 8. 0. m, 
%0 Diff, . 500 Diff. 65 3. That by 4 A50 peers pr dy erlord of China appears on the — 
oo, : was issued by a doting phitatel-|12 and 50pf, while the 24pf re- 1 } 
itt ic father in honor of his son’s| produces a Chinese Village from Trieste Fair Stamps BUY FOR SPOT CASH. 
100 Diff. ninth birthday. (see below). a woodblock by Niu Wen to sym-| Have Two Overprints 
4. That the bird shown on Aus- | polize the “Execution of the Land Sresuncele-santaiog me ctomes. Sean 
-” pony tralia A38 is often ~ —- Reform” in China. Trieste has created a set to|]| with your price or for my offer Wil 
SI vig kik catarsts - (see below), ee PUZzNS-| According to Ernest Rietschel|commemorate the 1951 Trieste|| tare, fegronanle distance to inspest 
BAVARIA : : of Shelton, Conn. the stamps ap-|fair by overprinting the 6-, 20-,|| a.p.s, J. E. RASDALE 8.P.A. 
Diff. ss eee. 6S 5. That the A61 issue of Poland | and 55-lire values of the Italy-|] 505 €. Walker St. Johns, Mich. 
ee 5 ‘i peared unexpectedly without the ¥ 
50 Diff. 65 200 Diff. 4.50f| showing Johann Sobieski and his | wn i ons otice. A printing | at-Work set, according to P. Os- 
10 Diff. 145 250 Diff. 865M Jallies before Vienna is from a/|USUal advance notice. A p g ae ee ee , —4 





For other collections by countries not 
listed, send for our up te date price 
list, of over 700 items te choose from. 
Terms cash with order, satisfaction 
guaranteed. No approvals. Large mint 
U.S. Commems, may be accepted at 
5% below face value for discounting. 
Orders under $1.00 add I5e for postage 


” BAK STAMP 


P.0. Box 26 Brookivn 33. WN. Y. 


painting in the Vatican Gallery. 
It commemorates the 250th anni- 
versary of the relief of Vienna 
from the Turks. Sobieski with 
only 25,000 defeated the Turks 
with 185,000. 

6. That the Celtic Cross with 
circle binding shaft and arms on 
the stamps of the Irish Free State 
is distinctly Irish, no other coun- 
try having anything similar 
among their antiquities. The cir- 
cle is symbolicalgof endless eter- 
nity. 

7. That philately is a hobby ap- 
pealing to both old and young 
is aptly shown on_ Slovakian 
stamp designs A22, 23. Other 





= 


HOBBS BUYS SHEETS 


Hobbs is New York's leading buyer 
of U. S. Sheets. We will purchase any 





quantity of any U. S, Sheet at our us- 
ual “Top Prices.”’ 
We are now paying for U. 8. Sheets. 





















681 2c Ohio ........+++ their postal issues are Nicaragua 
bg a Mo A50, Monaco AP9 and the Ger- ! 
tt: Bradors a PHILATELYS MOST HONORED CACHET 
@ sc Von Steuben 8. That the naval Commodore | 
bel Gree .........2. es shown on the left of U.S. design|} preg Oi en: RE 
Send your sheets to us for our ap- age: Haggad = ge a peg mes % : 3 : ARTCRAFT ENGRAVINGS 
praisal and check. Your sheets will be as e res u ot a uel Wil a & 
held in abeyance for your acceptance. J | fellow officer on the Bladensburg 
HOBBS STAMP CO. Road in nearby Maryland. (see FOR THE 
38 Park Row New York 38. N.Y. || below). Ss 
9. That the biggest and most FIRST I UE 
—_________ ~~ : desirable woman in the world is 
represented on our 15c stamp of 
NEW ISSUES the 1922-25 issue. She is of 
; French origin though born in 
Areentine Av intever 2.2... 4a) © ay {| America. More men have fought 
de Mie 00.3} 2 | Americn Mone men have fought POSTAGE STAMPS 
Cyprus, new color & val . -15 1] woman in history. Intrinsically as 
Crecho, Sports ........+++0+. (4) 34%) hard as nails, she is gentle and : Fer the first time in the course of human events has a world organisa- 
Dominica, pictorials .......-(15) 4.00 kind to those who su ort her : tion, set up by the nations of the world and dedicated to the interests of 
Egypt, Wed Denne ecccccces (1) -55 u 0 . pp ’ sie eae Peace and good will, arrived at the stamp issuing stage. This state has 
France, 30f, ATbois ..cccceses(1) .14 hospitable to the downtrodden ee been achieved by the United Nations; marking an epoch in world history, 
France, Coat of ArMS .ecoose- (5) .04 and the homeless. (see below). ; since the issuance of stamps is a symbol of sovereignty reserved only for 
Pramee, NinOlas ...ccccccccee (1) OF : . : 3 FEISS Fo nations. 
Japan, Wakamoura .......... (2) 415 4 10. ™ 2 blue - Reve seat te ‘ Only ARTCRAFT ENGRAVINGS, because of their ability to reproduce 
Jugo, Worker, 16 din ........ (1) 24 esign Scot wou ave OL Ore hm: men and events with infinite fidelity, stands equal to the task of recording 
Poland, Iron Factory, adv (2) 21 ene more properly colored if POSTAGE STAMPS e for posterity this great event in human relations. 
Poland, 6 year plan .......... (3) 43 ] d J d . ti PUES ReGUAe Sees 3 : The United Nations will issue a set of fifteen stamps (11 regular issue 
eee (3) .42 piace on the 20c enomination : gcse desis er and 4 air mail) for use within the United Nations area in New York. There 


of the same issue. He was a ton- 

J. M. HOTCHKISS sorial artist of sorts, specializing 
P.0. Box 140, 62 Main, Montpelier, Vt. J} in “jpermanents’, Like, but pre- 
|ceding Washington, he became 
known for deeds with his little 




















+ 1 $ beg ? % Dee for regular issues and October for air mails according to present plans 
. hatchet. I hough not a aw y er, eine & Ae Every collector will want set of these history- makin covers—especiall 
° pe SS Ore ae ’ ‘ 
Get Under The Wire he would Sioux at the dr op of a : : H 


Still time to beat the clock. 


Closing date | . . i ? ealr 
fer Summer Sales July 25th. itort or retort, and in the realm 


Send for 


these lists, Savings up to 30%. Buy the | OT habeas corpus, he specialized, : R 
best for less, NOW. . {so to speek, in alba mandamus. ; A TGRAFT U. N. PRICES 
MINT io Go — UNTIL os precancel —", he 
= —— : may be listed as coming from 
wa ag | gs MAT | Sioux City. of Sioux Pals, but | | FIRST DAY covers || FIRST DAY 
ee - 135/he really originated in the Dis- : ENVELOPES 
4 
































of one million was authorized, 





Decorative Plate 
For SPA Convention 


A unique souvenir will be made 
available to those attending the 
57th annual convention of the So- 
ciety of Philatelic Americans at 
Cincinnati, Ohio from August 16 
to 19. 

It is a special souvenir plate 
with a view of the Cincinnati 
skyline as seen from the Kentucky 
shore, reproductions of the Ic 





|color by permission of the Treas- 


Ho oh 
countries showing the hobby *i 2 + atc ve ees, 8 — 


and 3c 1851 stamps in a chocolate 


These three stamps, already 
bearing the usual AMG-FTT ov- 
erprint, have. been further im- 
printed with a four-line inscrip- 
tion, “FIEFRA/di/TRIESTE/1951” 
(Fair of Trieste, 1951), with a 
shield bearing the Triestine coat 
of arms centered between the 








DO YOU HAVE 


760 Diff. Paraguay? 


Write now for this selection on ap- 

proval, neatly mounted and individu- 

ally priced. New customers references 
please. 

filled. Items for specialists. 


L. J. HOROVITZ 


Wantiats 








FLAGS 


13 MINT COMPLETE 65¢ 
TO APPROVAL APPLICANTS 
REFERENCES, PLEASE 
NORTH ANDOVER STAMP SERVICE 
(7 Marblehead St., No. Andover, Mass. 


















} Gime to Ghink about 
EFS, 4 CHRISTMAS SEALS 


oy 192511048, folie \ 








P.0. Box 247 Sunnyvate. Calif. 
















































will be le, I42c, 2c, Se, Be, 10¢, 























are shown on this page. 





lic, 
regular postage series and 6c, 100, lic, and 25c values in the air mail series. 

ARTCRAFT will provide two envelope designs for this issae— one design 
for the regular postage series amd one design for the air mail series. 


First day of issue will be tm New York during the month of September 


“s@ if they are on ARTCRAFT ENGRAVED envelopes—the world’s most honored 
“4 eachet. Don't you miss getting them! 


20c, 25c, Me, and $1.00 values in the 


Both 































































































1.65 | 
‘70 | B32-7 ss: -37/ trict of Columbia, was a member eee: , ; Ah 
40 | 116-20 S's 59|of the BPOE and Rotary. The au-|} | S (Addressed, stamped amd mailed \poupene tle owe) 
-170 | 136-50 ... 3.00/thor shown on U.S. design A319 % : 4 so you) 2 for lke — 4 for %Be 
“70 | 219-21 & 226 140) was well acquainted with his ; * yay iy Oy 
=: ia sie 13s | family, and the poet on A323 % Set of 11 Covers Set of 4 Covers (Pease G6 net mle 
7 Add Sc Under $1.00... | wrote a famous epic about a = ad Regular Postage Air Mails designs to secure 
CR : male of his species. Though of- 2 quantity price.) 
Po. SROWELL (A.P.S. 9135 ficially Rag as Tae 9 — 8 SINGLES $5.00 $1.40 
Bear”, he was more. informally 
> AE —|known as “LO” from the expres- PAIRS 185 2.20 Special Offer 
e ‘sion “LO, the poor Indian,” un- nar thdie @hs ds ant 
til oil was discovered in Okla- BLOCKS 13.50 3.60 ish th lete set 
History Is Recorded homa. (see below) . of covers, but “wontd 
ie stamps of Italy. Send for eee - |] PLATE BLKS, 25.00 1.00 ein cade a 
articles on Italian stamps. | 3. Present day King Farouk |} © — : on we ollie © oes 
P, OSTROW GET IN ON THE GROUND FLOOR NOTE: Piate block orders are = Soe coreen, - ~~ 
P.O. Bex 121-6 Elisabeth, Nt. 3 taken subject to our ability to P i . 
nT som sate or ||| | THE WHITE ACE || az"o<e = |e ee 
ee een " — BLOCKS. % — 
0) . 
Scott's Specialty Albums PLATE BLK. $1.96. 
Also old and ne 1 ts for Scott- 
Wile<Ace-ectie-teass ana Baame UNITED NATIONS ALBUM Mi j NT We will accept orders for mint complete sets 
=e Albums, IN BRILLIANT U. N. COLORS of the 15 varieties as follows: 
Cpl. 165 — Government + $9.75 
- - Mint i A beautiful WHITE ACE Album, in SINGLES $3.75 PAIRS $7.25 BLOCKS $14.00 
NT L STAMP BUREAU keeping with the dignity and aims 
106 56 W. Adams, Fine Arts Bldg. of the U.N., is now in preparation. OTHER U $ ISSUES COMING 
ssc0 ae Detroit 26, Michigan Brilliant color, symbolic tableau, as 
ai ~~ illustrations, historical annotations, 
—= AUGUST 10th, 1961 aud Gas eotlend ook Gan SETTLEMENT OF NEVADA—July 14th—Genoa, Nev. 
FREE ring punching and rounded corners FOUNDING OF DETROIT—July 24th—Detroit, Mich. 
Our list of Germany and UNITED STATES make this album a most desired | | COLORADO STATEHOOD Aug. Ist Minturn, Colo. 
1 ool Occupation, Austria and possession for United Nations col- 
r rance —— On Request & POSSESSIONS lectors. Ready when stamps are AMERICAN CHEMICAL—Sept. Ist—New York City 
NEW WORLD STAMP CO. oy saneitens a FIRST DAY ENVELOPES FIRST DAY COVERS 
P.O. slataieidaeaieteiee (For th ho lik : 
0 sth aadend Sew Vert, &. ¥. Many Interesting Iteme Matching Border Blank Pages Ks ww thele pm — cae kiae o re} — 
—$———__—_———__—_— - for First Day C , Plat 2 for 15c — 4 for 266 Singles 2c — Pairs 2% 
2 ek ta ie Fiat Deg Coven, Piste SSZ-LEF Ses rt 
; SPECIAL OFFER Mlustrated Catalog Gold Stamped UNITED NATIONS | | MOTE: Above prices are for third lass malling. If first sass 
5 od le and 3¢ Chicago. mint souventr ‘ Binders will be available later. designs to secure quantity price. : 
send 4 three ghtmeers 130 and 131 for only Michael M. Karen 
No taeln doliars ($3.00) Free price best 
ded 1225 NORRIS AVE. 
New York 86. N. ¥ WASHINGTON STAMP EXCHANGE .fxn"™ 5", 
Ax|} |... SEORGE GRARAM oe NEWARK. 2, N. J. 
121 Metuchen, #. 4. 
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Hardly Necessary At All 


Just recently it was reported in the Canadian newspapers and 
gome in the United States, that “on June 4 John Stephen Wood, 
alias Robert N. Preston, was arrested in Montreal, Canada. Some 
days later he pleaded guilty in Criminal Court to the charge of 
obtaining merchandise under false pres 2g ; st 
tenses. On the twelfth day after his ap- © 
prehension he was sentenced to prison for 
two years by Judge Eugene Lafontaine.” 

It is of special interest to dealers and 
collectors that the “merchandise” was ex- 
pensive and not so expensive stamps ob- 
tained on approval. The market value 
of the items which are immediately 
identifiable and returnable to the dealers 
is approximately $25,000. There remains 
thousands of dollars of other material 
which must be first described and checked 
against duplicate invoices before this can 
be returned. As a rough estimate, here is 
$35,000 worth of approvals, apparently 
obtained in an effortless manner, by an 
unscrupulous person who fortunately in 
this instance was caught, convicted and 
in a position to return most of the ill- * 
gotten loot. In too many instances the ‘ 
culprit is not caught at all, or if brought 
to court, the presiding judge not being 
impressed with the worth of the stamps 
for collections dismisses the case, or issues an easy parole. 

Dealers are almost 100% to blame for the losses they sustain 
from people with sticky fingers. Most, before they send stamps 
on approval, require at least one, and sometimes three references 
attesting to the applicant’s reliability—at least that is what their 
ads and letters in answers to requests for approvals state. But 
apparently, few check these references. This was brought out in 
the case mentioned above. The American Stamp Dealers Associa- 
tion which assisted in bringing the man to justice checked and dis- 
covered that while practically all the dealers who had sent stamps 
required refrences, few had followed up on them, 


It was also brought out that the references given were of several 
well known and highly respected Canadian stamp firms. When 
letters of inquiry came from those dealers who did check references, 
and the applicant was unknown to them, this aroused a suspicion 
that something not altogether according to Hoyle was afoot. It is 
hardly necessary to state that no approvals came from those dealers 
where the references fizzled out, 


Stamp larceny is all too easily committed because there are too 
many dealers too anxious to make a sale and to have a new cus- 
tomer on their books. One bilking by a phony can wipe out the 
profits from as many as fifty or more of their good customers. This 
is certainly not good business, nor is it fair to the reliable names 
on the books. What can a dealer lose by checking references 
thoroughly? The honest person who responds with attests to his 
worthiness expects to have to wait until the dealer is assured. The 
dishonest one, with everything to gain and practically nothing to 
lose, can be by-passed and subsequently put out of circulation if 
the dealer will report to ASDA or other trade or credit organizations. 


Those bent on dishonesty, at least in a big way, hardly ever 
neglect the proper window dressing. Wood, alias Preston, didn’t. 
He had very attractive phony business stationery, and note that 
he used the names of the some of the finest firms in the trade. 
That dealers fell for this false front is all too evident in the large 
dollar value of the stamps he was sent on approval. 


The obvious moral to be gained hardly needs emphasizing. 
Dealers requesting references are bound by their own “bread and 
butter” considerations, as well as the general welfare of their fellow 
dealers, to check all references. Then acting on good business prin- 
ciples by what the replies reveal, to either send stamps to sell, or 
report to trade headquarters about the circulation of another lar- 
cenous-minded individual. 


To paraphrase a quotation from the bible, “What doth it profit 
a dealer to gain a world of unchecked customers if he suffer the 
loss of his stock in the process?” 


And Collectors Too 


Because collectors observe so much friendly fraternalism among 
themselves, all of us generally accept a fellow stamp addict as 
just as honest and reliable as we consider ourselves to be. But 
don’t be too easily mislead. Like the dealers you too should re- 
quire some evidence of reliability before you invite an acquaint- 
ance to view your albums, or to swap stamps. 


I learned the hard way—so did three friends who have been 
taken for various amounts. Their experiences were similar to 
mine. I invited a person who appeared at a couple of our stamp 
club meetings to my home for a look at material in which he ex- 
pressed a deep interest. Paging through the album after his leave 
taking, I found some of the better stamps missing. No they weren’t 
on the floor, or dropped out, or on another page—those possibilities 
were thoroughly checked. They were probably lifted while I was 
out getting a couple of glasses and opening some bottles. 


On swapping I learned the hard way too. Fellow selected some 
fairly nice material from what I had, brought little to select from 
on his part, and promised to have a bushel of it at the next meeting. 
He never brought it, never had it, and didn’t intend to in the first 
place. You can hate the guy, but that don’t bring your stamps back, 
and might result in ulcers if you hate too long. 


Until satisfactory relations have been firmly established, col- 
lectors have every right to be just as conservative and tough-minded 
about their philatelic contacts as any credit manager has about 
the acquaintance or stranger who walks in on him asking for some- 
thing on the cuff. 
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CARL P. RUETH 
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its 
classification, just term it COL- 
LECTABLE and let ’em use their 
imagination.” 


1851-57 Exhibition 
Most Successful 


For the first time in the his- 
tory of philatelic exhibitions, 
whether in the United States or 
anywhere in the world, a single 
stamp was featured, 

The 1851-57 U.S.A. issues pre- 
sented in magnificent detail has 
surpassed any previous effort of 
the staff of the National Phila- 
telic Museum. The accomplish- 
ment of the 3c 1851 Unit #11 of 
A.P.S. has exceeded the fondest 
expectation, according to noted 
collectors, 

The 1851-57 convention opened 
on Thursday, July 5 and contin- 
ued until Sunday, July 8, 

The Museum’s 250 frames were 
quickly filled and additional fa- 
cilities of at least 50 glass frames 
were added. The various down- 
stairs galleries were assigned to 
the 1851-57 Historical Exhibit. 

On behalf of the 1851 Unit, the 
officers of the 1851 Unit were 
all in accord that this was the 
most important aggregate of phil- 
atelic material. It was a Hercu- 
lean task to have assembled plat- 
ings of the 3 cent stamps, ori- 
ginal full 3 cent sheets and many 
other varieties which astonished 
even the seasoned collector. The 
interest in the 1851-57 Issue has 
continually increased in this ex- 
hibition, and it will undoubtedly 
be an added stimulus. 

The 1851-57 book, deluxe edi- 
tion, published by the National 
Philatelic Museum, was available 
for the delegates at the conven- 
tion. It is by far the greatest 
achievement of the National 
Philatelic Museum, due to the 
splendid cooperation received 
from the chairmen of the various 
committees. z 

Some of the articles published 
in the book are as follows: The 
One Cent Stamp of 1851-57, The 
3c United States Stamp of the 
1851-57 Issue, The 5c Stamps, 
1856-1860, Letter-Rate Postal 
Markings, The Ten Cent Stamp 
of 1855-57, The 1851-57 12c Black, 
Three Cent ’51’s in Jeffries Col- 
lection, Bank Notes Related to 
the 1851 Stamps, The 1851’s and 
the Smithsonian, 1851 Essays and 
Proofs, Usage of Envelopes with 
the First 3 Cent Stamps, Western 


“If you’re in doubt about 





Expresses, of the Early 1850’s and |, 


The Philadelphia Scene, 1851-57. 

Copies of the book can be had 
from National Philatelic Museum 
while they last for the nominal 
price of $2.00 each. 


Produce Program For 
Nevada Celebration 


For the celebration in connec- 
tion with the Nevada Settlement 
Centennial a souvenir program 
was produced which was on sale 
the first day of the Nevada stamp 
on July 14, 

It contained the full ceremonial 
program, points of interest around 
the state, and some of the back- 
ground history of Genoa, scene 
of the first day of issue. 

It consists of ten pages and 
sells for 50c from Joe Greco, 
chairman, 1048 University Ter- 
race, Reno, Nevada, Because of 
a limited quantity, interested 
persons should write at once. 


WHAT HAVE 
YOU TO SELL? 


What have we to offer? Our 








check or cash for your stamps. You 
are assured a top offer and prompt 
payment for your merchandise. 


We want to purchase whatever 
you may have to dispose of. Col- 
lections of United States and For- 
eign, Asiatic, ete., Accumulations, 
Mixtures, Job Lots, Old and Rare 
Items, Sheete, Dealers Stocks, 


Estates. 
JOHN BAL & CO. 


421-7th Ave. (33rd St.) 
Room 1201, New York 1, N. Y. 











Ecuador Overprints 
Consular Stamps 


Ecuador, judging from past ex- 
periences, has more trouble keep- 
ing certain denomination post- 
age stamps available to its --:- 
zens than any other nation. 

Newest evidence of this sup- 
position is the appearance of six 
stamps for regular postage made 
by overprinting the word “POST- 
AL” on certain denominations of 
Consular Service stamps and 
surcharging them with new val- 
ues. 

Issued were a 5c on 10c; 10c 
(no surcharge); 20c on 25c; 30c 
on 50c; 40c on 25c and 50c on 25c. 

A first day cover bearing the 
new stamps was received from 
Juan Lestrel, Box 537, Quito, 
Ecuador. 


Historical Kit 
For Colorado Issue 


For the Colorado Statehood 
commemorative, George M. Ham- 
mond, P.O. Box 362-L, Hornell, 
N.Y. has again prepared one of 
the very popular historical kits. 

As for the almost twenty pre- 
vious occasions when he has pro- 
duced similar kits for other com- 
mems this one too will have a 
first day cover, unaddressed of 
the Artcraft make, plus a two- 
color album piece. The album 
piece will carry a reproduction 
of Denver’s multi-million dollar 
civic center plus a_ historical 
sketch of the state arranged be- 
neath it. © 

His ad appearing elsewhere in 
this edition of Linn’s gives the 
cost and other details about the 
Kits. 

Every Specialized Collection Should Include 
U. S. ESSAYS and PROOFS 
1883 2c Red Brown, 4c Green Card Proofs 
Catalog $3.25, my price only $1 with order 
Send 10c for 16-page Illustrated Price List 
Send 6c for sample copy of Essay Proof 
Journal 
CLARENCE W. BRAZER 
U. S, Essays & Proofs Exclusively 
415 (L) Lexington Ave., New York 17, N. Y. 

















ST. HELENA 





All fine to very fine mint. Returnable, 
Compare. Postage extra under $1.99, 


RIEDMAN 


Planetarium Station. Box 21. New York 
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THE PADUA MIXTURE 


Small quantities of our sensationa] 
Padua mixture of foreign stamps are 
again coming through. This is the 
original mixture as gathered by the 
Padua mission in Italy and which we 
are the exclusive distributors. It wi 
contain an excellent variety of older 
and newer issues with many surprises,” 
No further plugging of this mixture jg 
necessary except to state that severgj 
of our patrons have purchased as many 
as 30-40 Paduas and still come back 
for more. Satisfaction absolutely guar. 
anteed or your money back. Orders 
filled strictly in order of receipt, 
1 lb. Padua Mixture $5.00, 
Send for our large FREE pricelist of 
mixtures, collections and aceumulations, 
THE STAMP COLLECTORS GUILD 
17 Clinton St. Brooklyn 2, N.Y, 




















AIRMAIL SALE 


Very fine mint Cat. Net 
BOLIVIA C100a (San, $10.)__ $2.59 


BOLIVIA Cl0la (San. $15.) .. 6.75 
VENEZUELA C4 Imperf. 
Between Pair (San. $15.)__ 850 
Venezuela C1-16 ~____.-$24.32 6.95 
Wie Clelt cicccussus 10.15 2.75 
pans Ci ......... 0 2 
Ecuador CO22 .nncccuene 150 & 
Greece CS0-58 ...-~-cece 1:7 59 
Liberia C4-13 used__.... 2.98 35 
Liechtenstein C9-13 _... 3835 145 
Liechtenstein C14 ...... 4.00 1.50 
Vatican C18-19 UPU used 5.20 1.5 


FREE: PRICELIST OF EUROPE, 


MARTIN SELLINGER 


116 Nassau St. New York 38, N. Y, 








GERMANY > 


ONE CENT EACH: 96 97 119 120 121 124 
126 127 128 129 130 137 138 139 146 
142 144 145 147 149 152 156 157 158 
164 166 167 169 170 172 174 175 177 
179 180 181 182 184 185 186 187 188 189 
191 193 198 199 200 201 202 203 204 
206 207 208 209 222 223 224 225 226 227 
230 231 232 233 234 238A 239 240 241 
243 244 246 247 248 249 250 261 252 
254 255 256 259 260 261 262 263 264 
266 268 269 270 272 273 274 275 276 
278 280 281 284 285 286 287 288 289 290 
293 294 295 296 303 307 415 5306 507 
509 510 511 511B 514 515 516 517 518 
520 521 530 531 532 533 534 535 536 
538 539 540 541 542 543 544 545 546 547 
550 557 558 559 560 561 563 564 565 600 
601 602 604 620 3N2A 3N4A 3N9A 5N2 
6N3 6N5 O2 03 O4 OF O68 O7 O8 OF Oll 
O13 O15 O17 O19 O20 O21 025 O26 O27 
028 029 030 037 

Above nos. may be had either mint or used. 
31 37 38 39 46 47 48 49 53 54 55 56 65C 
66 67 68 69 81 82 83 B4B 85 86 87 89 
92 98 99 100 118 123 126 132 166° 321° 
228° 267° 271° 282° 304% 310° 323 324 
325 326 328 330 331 332 333 334 ; 
352 353 354 355 356 358 359 360 366 
368 360 370 372 373 374 376 377 378 
381 385 386 301 392 393 395 401 403 
405 406 409 416 417 418 419 420 421 
423 424 425 426 427 428 429 430 431 437 
440 511A* 522 523 551 552 553 554 555 562° 
566* 567* 568 569 571 571A 872 574 578° 
580° 584° 585° 603° 617° 619° 623 634 635 
63%6 638 643 646 651 655 3N1 3N3A 3N5A 











a 04) 115° 04) 346° 28 | 433 
25 | 115 04) 6 28 | 434* 
9 36 | 116* 04) 347° 06 | 435° 
15 -35 | 116 04 | 348° 12 | 435 
16 15 | 131° 07 | 349° 25 | 436° 
18 -10| 1334 .04 | 350 50 | 437° 
23 20} 134° 04 | 351° 12 | 438° 
ee) 0% | 134 04 | 353° 08 | 439° 
33 15 | 136° 08 | 354 08 | 440° 
ha 09 | 135 .08 | 355° 12 | 441° 
3B 26 | 136° 06 | 356° 20 | 441 
37° 10 | 136 .06 | 366° 08 | 442° 
38* 015 | 143° 06 | 367° 06 | 443° 
39° 35 | 146° .05 | 369° 06 | 444° 
40° 18 | 154° 05 | 370° 08 | 446° 
4i¢ 25 | 154 05 | 385? 12 | 446° 
41 05 | 156° 08 | 386* 16 | “47° 
42 04] 155 05 | 387 30 | 448° 
44 09 | 162° 3 | 391¢ 12 | 449° 
45° 85 | 165° 08 | 392° 15 | 450* 
46* .06 | 173° 05 | 395° 18 | 452° 
47° 07 | 176° .08 | 396° 60 | 452 
48° 07 | 211° - | 396 04 | 453° 
49° 20 | 214° 04 | 391-7* 3.50 | 463 
Bae 10 | 214 04 | 398° 12 | 454° 
57 .06 | 216° 04 | 398 06 | 454 
61 10 | 218 04 | 390° 15 | 455° 
63 12 | 216° 10 | 398 04 | 456 
63 BO | 216 10 | 400 45 | 456° 
66* 05 | 217° 16 | 404° 25 | 466 
4 06 | 217 15 | 407* 25 | 457° 
80* 18 | 237° 04 | 07 09 | 457 
80 05 | 237 04 | 409° 25 | 458° 
85° 05 04 | 411 05 | 468 
87° 07 | 316* 06 | 413° 40 | 459° 
89° 15 | 320° 12} 413 08 | 459 
91° 06 | 321° 10 | 414° 65 | 460° 
93° -30 | 325° 06 | 414 10 | 460 
95° 12 | 326° 15 | 421° 05 | 461° 
% 05 | 327° .25 | 422° 05 | 461 
99° 415 | 328° 50 | 423° 06 | 462° 
105* 06 | 331° 06 | 424° 06 | 462 
106° 04 | 332° 10 | 425° 10 | 463° 
107° 05 | 336° 45 | 426° 10 | 463 
107 04 | 337 08 | 427° 10 | 404° 
108° 06 | 338 06 | 428° 15 | 464 
108 04 | 339 10 | 429° 18 | 465° 
111° 08 | 340* 05 | 430° 25 | 466° 
1l11 04 | 341° 12 | 431° 30 | 467° 
112° 10 | 342° 40 | 432° 22 | 467 
114° 05 | 346° 28 | 432 20 | 468* 
114 04 | 345 28 | 433° 16 | 468 
*® indicates mint. Used 
the catalog value is very high on some. 
each order. 


Victor Hassel, 





inflation issues are offered at same prices 


Minimum order $1.00. Price lists (singles and sets) 


Seandinavia, B. and South American countries free on request. 
* “Box 2946-6 Orlando, Florida 


3N6A 3N7A 3N8A 5N1° 6N4 @N7 6NS 8N2° 
016 018% 022* 023* O24* O31* 032° O34 
035* O36* O38* O39* 040° O41* O48 OW 
O54 055 056 O62 O65 O67 OF” O72 OF 
080 O81 O82 083 O84 O85 O86 O88 OB) 
092* 093° O94* O95* O97? 

TWO CENTS EACH: 17 32 51 52 58 60 71 
81° 82° 83° 84B* 90° 90 93 94 101° 101 
118° 131 148° 148 159 163 171° 183° 183 
192° 194° 194 195° 195 196° 196 257° 297* 
297 298° 298 313° 327 336 340 341 342 343 MT 
348 357 371 380 382 384 402 408 412 416° 
417° 438 445 448 449 465 466 469 473 474 4% 
522% 523° 528° 528 551° 552° 553° 656° 
556° 556 568° 569° 571° S71A*® 574° 5% 
581° 582° 582 583° 583 605° 666° 607° 
608* 608 609* 621° 623° 624° 624 627° 627 
628 637 640 653 662 C1* C2* C5* C2 
C13* C14* Cl15* C16* C17* C18* 3N5 3Ni3 
3N2B* 3N2B 3N3B* 3N3B 3N5B IN8B* 
3N8B 4N3° 4N3 4N6* 4N6 6N10 6Ni4 
6N23 8N4 O2A* 042° O30 057 O63 Of 
O73 O77 030° O81* O90 091 096° 


THREE CENTS EACH: 30 45 50 50 @ 
73 88 106 106 1123 113% 113 125° 132° 133 
143 146 150° 150 153° 153 161° 212° 212 238° 
238 245° 245 258° 308° 314° 315° 315 323° 
324° 330° 362 375 383 410. 418° 419° 420° 
436 430 442 443 444 446 447 450 472471 
481° 481 482 483 494° 404 405 406 406° 
502 503 504 512 513 529° 
628° 629 639 8 


4N3 4N8* 4N8 4N9* 4N9 6N13 8N13 043° Of 
053 O58 O76 O78 O82* O85* 087 099° O10? 





.05 | 469° 17; 512° 05 | 4N4° 
.18 | 470° 06 | 513° 05 |4Na 
36 | 470 .05 | 524° 05 | 4n7 
.26 | 471° 08 | 524 04 | 4N7 of 
05 | 471 05 | 525° 08 | 4N10® OF 
05 | 472° ,04 | 525 04 | 4N10 «= 
06 | 473° .04 | 526° 15 | O1° .] 
,06 | 474° 04 | 527° 2|}010 
08 | 475* 07 | 649° 06 | 033" 
20 | 475 05 | 572° 04) 044" 18 
10 | 476° 08 | 573° 1% | O48 = 8 
.08 | 476 05 | $76* 04 | ose) 
15 | 477% 06 | 577% 10 | O48 = 
.10 | 478° -10 | 631° 04 | O49e =— 08 
15 | 478 05 | 631 04 | 050% = dB 
13 | 479° 06 | 632° 06 | O5ie =o 
.13 | 479 06 | 832 06 | O51 4 
,06 | 480° 08 | 333° .06 | 052° q 
06 | 482° 04 | 833 06 | 053 # 
07 | 483° 06 | 657 04 | 053* = 
10 | 404° 06 | 660 50 sae a 
08 | 484 .04 | B35* .20 | O56’ & 
10 | 485* 7 | BeA® ~=.18_ | O56" 7 
05 | 485 06 | B64 08 | O8T* | 
.10 | 486° 05 | B72 06 | On = 
10 
.08 | 486 04 | B93 05 | O50 rr 
.19 | 487° 06 | B94 05 | 060 | 
08 | 487 05 | BMS 08 | O61 | 
.07 | 498° 06 | BOG 06 | 062° = 
05 | 488 04 | B97 4 | 063 & 
07| 499° 10 | B98* = =—-.08 | OH r 
05 | 490 05 | B98 08 | 066° | 
12 | 490° 35 | Bie7® 12 | O67 s 
.10 | 490 30 | B192* 40 | O68 - 
10 | 491° 30 | B241-2* .07 | 06? | 
04 | 491 '25 | B296-7° .16 | O69 2 
.10 | 492° 06 | C8 05 om. 4 
04 | 492 05 | CO 0% }OTR® 
.15 | 493° 12 | C11 05 | O74 4 
05 | 493 06 | C26* «4.25 | O75 = 
27| 495° 04 | C50 05 | O76" 
10 | 496° 09 | C52 og | or 5 
497° ‘12 |cs7* ~=—«.10 | O78"_—— 
+ om 86 
10 | 497 07 | C60 04 :. ss 
10 | 499° 04 | 1N50* 15 on, r 
10 | 500° 07 | 3N10? 04 | 08 4 
06 | 501° "12 | 3N11° 06 | 088° ~ 
08 | 501 08 | 3N12* .06 | 089° * 
oo swise 8 ose = 8 
04 | 504° 06 3N16* ‘08 o101" 4 
08 | 506° 10 | gwie* = .08 oe 4 
05 | 506 05 |3N4B 4 | Ol 
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Seven of Austria’s famous mu- 
ans appeared in the designs of 
a semipostal set issued in 1922 by 


Various symbolical designs ap- 
peared on the five semipostal 
stamps issued by Austria to raise 
funds for anti-tuberculosis work. 





NEW SERIES OF 
APPROVALS OF 


ARGENTINE 





Box 363L 


SIZABLE STOCK OF 
UNITED STATES 


Roslyn Heights 3, N. Y. 











Earth : 
fascinating airmails, pictorials, come 
ee tives, etc. Have hours and days of fun What do you need in very fine 
mi profit going through this enormous accumu- mint or used copies? 
fation. Includes Many, many unusual stampa Pocket size catalog on request 
tioretst KOREA—1961 Pagoda pictorials from 
the battlefield gy ee provistonals J. G. RENNERT 
“Pree In ——Scarce ‘“‘Wash- . 
for Frorint” AM.G.’s. FRANCE. - Amazing P.O. BOX 14, NEW YORK 10, ww AN 
ti-Communist resistance set. SAN MARINO— 
P high value Roosevelis. TRANSVAAL—10 dif- apt aoe sacar 
ferent 50-y ear-o. classic ritisn oloniais. 
_—1931 set complete to high value $5.00. 
USA SIA — Native rebellion pictorials. AH VATICAN CITY 
Want a book about Vatican City? 


ours at the amazing bargain rate of 15 stamps 
lor 1¢—@ grand total of 1,544 different stamps 


Send $1.00 for a new copy of Don Sharkey’s 
172 page book WHITE SMOKE OVER THE 


for only $1.00. Bargain Foreign Approvals in- 
eluded. Money back if not delighted. b VATICAN. 
SEND $1.00 TODAY. ASK FOR LOT 109 Publisher’s original price was $2.50. 


ZENITH CO., 95 Nassau Street, New York 38 
Write us if you have stamps fo sell. 




















Vatican City price list free on request. 


Vatican Stampmart 



































se —_ BOX 733 PHLOX, WIS. 
ree KK KKK KEKE —— a 
* . P 
, “Summer Specials* , memrmermyy 55.00 PRESIDENTIAL 
i a 
5 and our iates) 

# AUSTRALIA. * j U.S. Catalog 25¢ 
a cq ‘ee BUCKEY STAMP CO. 
BE Sy oc asacecacngeneaesee Ne a aiainn ids 

4 Dayton 2. Ohie 
* > =——_ 
: le te le te CLIP THIS AD: te te te le 
* * Closeouts from 30 ieading whoiesaiers! 
Gigantie Penny Approval Selections 
* * Everything goes regardless of Cat 
Values to $1.00 Only le each 
* bd rs a 8 Commens | Sintering ~~ Values 
Ringe % Sci eat a. eS es % s x sues arce c nes 
* sana ae ~ Bagge ndvones = “a a ’ me iy ; ’ . resteas paid both ways’ It's wonderfal 
WHAT ELSE DO YOU NEED? SCENES IN CONNECTION WITH HAWAII'S FIRST STAMP EXHIBITION. Word coming from Hono- WAYNE @. GILF 
%* WANT-LISTS APPRECIATED. * lulu where the first Hawaiian stamp exhibition ever to be held in the islands was staged from June 28 P. O. Box 7008 Long Beach, Calif. 
to 30 at the Armory indicate that the Hawaiian hosts went all out to see that visitors and guests had le le HURRY! Send request today!) te te 
* STAR STAMP CO. A *| the time of their lives. At the upper left are shown some of the principals in the Hawaii Calls broad- ————_—_—__—_—_———-— 
503 Fifth Ave. N.Y. 17, WY. cast of Saturday June 30. Under the direction of Webley Edwards, himself a one time stamp collector, 
. +e + + % + + * : the program was more or less monopolized by stamp collecting. From left to right are Major James WORLD'S LARGEST STAMP! 
* io 5 T. DeVoss HAPEX chairman; Mr. Edwards; Mr. and Mrs. George W. Linn both of whom participated. A reai curiosity: A stamp so iarge 
liana (1¥2 x14 inches) it will occupy a full 





FOR 





(Also 


IMMEDIATE PAYMENT 


SEND US YOUR 


U.S. and FOREIGN 
COLLECTIONS! 


Accumulations) 


Walter Gisiger Co. 
110 West 42nd Street 
NEW YORK 18, N. Y. 


grand award winners. 
to the second grand award winner, 


ACTION 


and 


Major James T. De Voss (right). 


At the upper right, George W. Linn is seen congratulating Dr. Robert C. H. Lee (left) one of the two 
Lower left, Mr. Linn presents the grand award trophy and his best wishes 
Presentation of the various awards 
was made at the luau at the Cannon Club at Fort Ruger on Diamond Head. A view of this festive occa- 
sion is shown at the lower right. In the right background against the wall is the head table where 
from left to right are Major DeVoss, Mrs. Linn, Mr. Linn, Mrs. Oren E. Long, and Governor Oren E. Long. 
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BY CARL P. RUETH 








Not that I-think most of you 





2038 ALL 


Zeppelins, Semi 
Airmails, High 





WOW! 





GERMANY 


., to new customers, 


Jamestown Stamp Co., Dept. 519 
Jamestown, N. Y. 


; worry any about it, but writing 
this column each week requires a 
fair number of hours which once 
in a while I wish I could use to 
mount stamps and covers, or do 
other things. As for instance, this 
week, the peas and the string 
beans, the result of my garden 
hobby, afe going to be ready for 
picking and freezing. 

So when that very fine friend 
of New London, Wisconsin, H. 
M. Brehm, makes it possible for 
me to take a week off by doing 
a column for me, I am 100% for 
the idea. 


DIFFERENT 


ONLY 


10¢ 


postals, 
Values. 














Wan 





mate) a=) 


even though few of them have 
ever had the opportunity of see- 
ing what he looks like. His many 
fine stories and articles 
paper over the past few years 


have made him one of the most, 


popular writers in the philatelic 
field. 

You won’t find him worrying 
about specks and spots on stamps. 
He confines his efforts to very 
readable stories about Americans 
and the American scene. 

The picture above shows him 
about ready to take off on an- 
other session with the typewriter 
which sooner, or later will result 
in more good reading for you 
folks. 

From here on, Mr. Brehm takes 
over. 





Carl Rueth is supposed to have 
made all necessary explanations 
in the preceding paragraph (I 
hope he has) as to why I am fill- 
ing in this column for him this 
one week—so let’s proceed with 
the filling. For the lead-article, 
I have chosen a _ subject into 
which I have been digging for 
facts, lo! these many years. 


UNITED STATES 


in this | 





UNITED STATES 
CANADA 


Free on Request 
M. G. HANNA 
@03 State Theatre Bidg. 
Pittsburgh 22, Pa. 





NEW 1951 PRICE LIST OF 


NEWFOUNDLAND 


Retails tor 60c 


page in your album 
applicants 


Given to approva) service 
sending 3¢ postage 
TATHAM STAMP CO. 
Springfield 80. Mass. 





POSTSEALED EUROPEAN KILOWARE 

| Jugoslavia, 1945 up to date, high catalog 
per kg. $6.00; Hungaria, 1948 up to date, 
| only large pictorials and commemoratives, 
| high catalog per kg. $8.00; Bulgaria, 1946 
upto date, the best mixture ever offered, 
prodigious catalog value per kg. $12.00 
Prices are net and include postage, pay- 
ment upon receipt. Full satisfaction guare 
anteed. Dealers and part-timer ask for 











Austria Painter Schmidt 
Canada Prime Ministers ... 
Cyprus Color changes 
Dominica new currency ... 
Ecuador Provis. surch 
France St. Nicolas .. 

" Arbois & Arms 
Germany Posthorn aoe un 
Honduras UPU M.Sht. impf 
Japan Tourists 
Jugo Industry 16d add 
Kelantan new set 


Join Our New Issue 


- (3) 


special offers Wholesale-list packets on 
| request. FRANZ WURZIAN, VIENNA XIII, 
| Austria Meytensgasse 21 S.P.A. 15805 


— —__ —. = 


OFFERS IN NEW AND RECENT ISSUES. 


-- (1) $ .06; Korea Liberty 
-10 | Libla-Fezzan po-air ... 


& Li Jung 


-15| Poland 6 year plan 


15 
07 
17 | Tonga Friendship ...cccces:: 
«(3 -14| Trieste AMG Fair 
@.00 | France Bl /4 
-15 | Fr. Equ. Afr. C7 /13 air picts (7) 
.24| Madagascar C1A/12A map air(9) 
4.00 


CUBA Flags po-air (8) $2.00 


Orders under $1.00 please add 10c for postage and handling. 
Serviee Ask for Free Weekly and UPU Price Liste 


HOUSE OF PHILATELY 


| ” 


Iron Works add. 


| Russia Harvest 


Kirov Plant 


ereceeeees 


charity rare 


ew 
oD m a3 byt 
SSSR 


Philippines MacArthur ....(3) 


P. O. Box 133 
MEW YORE 24, &. ¥. 








M & S$ OFFERS 


U. &. MINT & USED AT OUR NEW LOW PRICES 


MINT SHEETS 








BRRRESRRERSEEERRRR Be eee 


— 
~ 


OS ee ee ee a 
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Plate Singles ENVESTMENT BUYS 
fo U 4 j | E Ss Ss ? COMMEMORATIVE STAMPS Blocks Blocks Mint Used | Single Sheets 
: 374-82 1-18 B. L. 2.000. —— 60.00 11.00 1.75| C7 10c Map eee 
Just to start the ball a-rolling, |} 383-4 1-ac Imperf ...... 18.00 7.50 .20 .14| CR 15¢ Map ....cceee sees 10.00 
Write for FREE Sample Copy for how many events would YOU = ir con eae 8.00 pr. 4.00 3.98 1.201 CO 0c Map .... cccocces 19,08 
‘sa real a ps : . ce Hor. Co Pr. 4.75 pr. 4.00 1.90 1.70 | C10 10¢ Lindbergh ....... 19.00 
} Ne rang een oy For only estimate that we have issued |} 397-5 1-2c Pan Pacific 850 2.70 60 .08| C20 25¢ Clipper §.......... 13.00 
word (minimum 10 words), you can postage stamps to honor or com-/f 401-2 1-2c Perf 10 .... —— 18.00 3.75 .35| C21 20c Clipper .......... 17.00 
ach over 500,000 mail order buyers Ex- memorate—and how many stamps | 414-18 8-15¢ Perf 12 ..... —— 25.00 5.75 1.15 | C22 50c Clipper 28.00 
ceptional producer! We'll send were printed for such purposes? |f 124-9 1-6 Perf 10 ...... —- 12.75 2. 30 | C23 6c Eagle 8.50 
sample copy, rate card, 11 the official d of th 441-4 1-2c Ver&Hor, L.Pr. 8.75 pr. 7.45 3.40 .85| C24 30c Trans Atlantic 40.00 
circulation state- nave the official record of the |§ 47 $2 Blue perf 10 .. —— 44.00 11.00 3.00/42 10¢c UPU.......... 5.50 
ment, proof of pulling P.O. Department itself, beginning bo ‘ $0 Grose perf 10... —— 42.00 10.50 2.00 | C43 15¢ U POU oo. essen 8.00 
wer, etc. Get the with the Columbian Worlds Fair “Send jap poy mad Sy OF. er 4 nn a nate ticttng of U & 
Stal . § r y ogue. a8 & compiete Sting . 
eeota NOW! issue of 1893, and up to and|f Sheets, Plate Blocks, Blocks, Singles. It also Hsts Canal Zone. 







SCIENCE AND MECHANICS 


Dunkam Buia 
in Chie. ' 
| estat 9 ‘cago 1. Hinols 


PORTUGAL 


ot suittntes illustrated 16 page price-list 
is offers of sets, singles and packets 
Ang for the asking. Let me work 

your wantlist Approvals by country. 


va ORIN L KAY a. 


Richland Center, Wis. 















Mr. Brehm, 





























including the Joel Chandler Har- 
ris stamp of 1948. which ended 
that hectic period when 29 “com- 
memorative” stamps were print- 
ed, all in one Presidential year. 

The “events” over these 57 
years total a mere 147. which of 
course means many more indi- 
vidual stamps, as all sets, such 
as the early world’s fairs, the 35 
Famous Americans and the 12 
































38 PARK ROW 





M & S STAMP SERVICE 





NEW YORK 36, N.Y. 














@ large holding of sheets 














WE CAN'T TAKE IT WITH US! 


(TO FLORIDA) 


are moving our business Jo Miami Beach, Florida, and have decided to liquidate 
at marked down prices 








for quick clearance! 


of course, is no . THIS OFFER IS GOOD UNTIL JULY 
sn ‘ 8 G Bist, 1951. 
stranger to the readers of Linn’s, (Continued on pase i1) Ry -- Sevens sheets ~~ oe © Very Fine unless otherwise stated 
paises “ae a fo. Pereerrr rT rer re ( ) DIGGS Fe White ...ccccccce (70) 2 
PSS SSSSSSSSSSSSSSSSSSSSSSESSSSSSSSSSSSS OSES 3c Tennessee seccecees. (50) 1.60] 968 2c Poultry ..... eovccccces (80) 21 
500 STAMPS Ley : ; 3e Smithsonian ..........(50) 1.60] 971 ‘c Pireman sescsecseee.,. (80) 1 
OR ONLY ; The most Beautiful : DEALERS ONLY . Edison ...-+seeeeeseess (70) 2.30) 972 3e Indian ....0. ccccccees (88) 1 
; ; : c Carver PTUTIT TTT Tt (70 Sh i ? . rere (70) 2 
ou CATALOGUING UP = Souvenir Sheet For the § ie 3c Women ... (50) 1.61 988 3c Gompers vee (TO) 2 
M! ALSO APPROVALS. ; ; . UNITED STATES MINIATURE SHEETS 
; ANNAPOLIS STAMP 3 Stolow's wholesale lists are TSO Le CHICAGO 2.2 ccccsccees ot Bf 3 |e 
. > - en. we CED $+cbécccasecceee 1.90 | T78-81 3c Tipex 
; ; : worid famous. if you are not 735 y 797 ; ; 
designed and signed by F y = ~ ares r 707 10¢ Smoky Mountain ...... 
3 . < b: ioc eK eee eee eee eeeeee 
— ——_______________ |# Townsend Morgan designer of }% on our mailing list drop ue a INVESTMENT SPECIAL! 
3 the Annapolis stamp $ 
COLLECTION AT A STANDSTHLL! : EAC $ line today on your letterhead. TWO-81 Sc TIPOR 2.00. tg 4 7a aay 
a snow 3 $1.00 - > 797 10¢ Smoky Mountain 1.25 6.25 12.00 
[ahume, % Various booklets, etc. free $ 8 = 15¢ Cipex -: 1.55 7.6: 18.00 
sag, Man? tetlatiog costomers SD qith eneh astern i J. & H. STOLOW SEND FOR OUR COMPLETE GOING-AWAY SPECIAL! 
rite today. : . Postage is 20c on all orders takem from this list . . . Resident N 
ROSELAND STA appreciated. K. BILESKI : 60 W. 46th ST kindly 064 8% Sales Tax... Shesh yoo "Yt OO 
: 
Dest. 16.0 ND STAMP co. ; Station B Winnipeg, Canada 3 NEW YORK [9. WN. Y. MURRAY SIMNOCK AND COMPANY A 
‘ . -_ ee  ooeccosocsooocooosososecesese he oo te i waned ve = Sew VORK " 




















—oooreeeeeeeeee 
issued July 1 to commemora. ts 
the 25th anniversary of the grant- SaSSSEES SST E ETT a ae Ee aes tt4s 
ing of recognition to the Turkis 

$2.00 $2.00 


flag of the right of “Cabo‘age” 
“Golden Dozen” 


Page Six LINN’S WEEKLY STAMP NEWS Monday, July 16, 195) | yy 
eee nner ccc ere ee re eer eee eee ee = 











A number of ani..als native 


to the country appear on a 1919 

issue of Ethiopian stamps. POSTAGE STAMP 
NEW AND RECENT ISSUES 

Argentina—Airmail and Map ....2v $ .13 PARADE 

Belgium—Postage ............+...-10V 50 








in national waters. Cabotage sig- 
nifies merchant navigation close 
to the coasts, and especially be- 














Cxechoslovakia—Sport ....... OS ae (# 2) 
Cxechoslovakia—Smearl ........... 2v 16 t . 

ween rts f the same covr- 
Egypt—Wedding—Stamp and Sheet 2v 1.1 : 
ita Gus... is LEONARD EPSTEIN try. Values are: 15 kurvs, light ee ee ee 
France—F a ele. oe d rk: r #627 629 657 681 682 718 
rance amous Men : 6v 45 blue, salvage work 20k. dark $719 727 728 734 796 937 


blue, packet boat; 30k. _ray, di- 


France—Medicine and Vetinary 2v .13|22 Beaver St. New York 4, N. Y. 
vers, and 1 L. olive, lighthous- 


Fr. Morocco—Solidarity & LeClere 8v 90 
Germany—Posthorn .........2662.3¥ 13 AUSTRALIA—No more 332d., 
+ gl aaa 1.90 5d., 81d. or 1sh.3d. stamps will 

; : 4 ses ‘71| be printed, according to the Post- 


Italy and A.M.G.—Sport 
Jugoslavia—Airmails .... 3.00! master General, due to postal 


Your free BONUS #C-38 a very 
fine mint copy of the New York 5¢ 
Golden Jubilee Air Mail, 


Send $2.00 to 


Modern Eras Stamp Co, 








NEW U. S. FIRST DAYS 











POPP SETI SSCS SS SESS 048090950040 b0bbb robe SSeS ET 

















sony tate A Secale ‘sexan Seis fen 13] rate changes 
Saar—Garden ow, Industry ....5 48 R P.0. Box 7 N York 60, WN. Y. 
Sweden—Kings Head and Crown 9v 1.00 CEYLON—Stamp booklets It Is presumed that the follow- oa tee u.Y 
~ Switseriand—Confederation ...... Sv .53/ containing 20 5c stamps in two Ing stamps will all be 3c de- seossessesssesscestteeteteeeate sesterertrr | 
Venezuela—Provisionals ........... bv. CA nomination 
Venesuela—Caracas ............... 4y 35| Sheets of ten, and 8 75c stamps " ; 
Inquire about our new issne service. in two sheets of four and 8 air- July 14—3c 100th Anniversary of 
J MARTIN $916 Park Lane | mail labels in two sheets of four the Settlement of Nevada, Genoa, AAA AM AP PAL AG 
; St. Louis 21. Me. | have been ordered from Brad- Nevada. (50 per pane, 110 mil- 












rr RSSERSSR Eas Seen ewan naenanasaeeaeea| 


Collect 
Topicals? ; 



























Wilkinson & Co., Ltd. 
Fee y oe 24—3c 250th Anniversary of Sell To A Buyer 


FALKLAND ISLANDS—A 
new definitive issue for the Falk- KAJAANI, FINLAND’S 300th an- the Founding of Detroit, Detroit, 





That makes sense, doesn’t it? We wer 





land Islands has been ordered| Diversary of founding was marked Michigan. (50 per pane—110 
by the above stamp issued on July || million.) ale 6 ace Ge tee ene 


from Waterlow & Sons, Ltd. All 
7. In the foreground are the August 1—3c 75th Anniversary of | in selling. He simply can’t solve your 


si ill i rtrait of : heeesy, ; 
George Vi acd the following sub-| TUuins ot Kajaani Castle while to Colorado Statehood, Minturn, | problem when he can’t solve his own. Nog 
jects: 4d. green, sheep; 1d. red,| the pack can be seen buildings || Colo, Covers are to be sent to | Yants to buy used blocks. Good businey 
R.M.S. “Fitzroy” (the Falkland of the present day city. Denom- Denver for Service. (50 per pane | will not allow him to give a sensible valug 
ination is 20 markka, the quan- —110 million). | tion to material not of interest to him. 


HM you are looking tor 
mint stamps 


s ' ailboat); 2d. . - : 
snanee Seavey s ee , tity printed, 2,000,000. Designer 75th Anniversary of the Amer. | | It may be good business, but not for you, 


gag FL violet, Upland Goose; 242d. black Your material must be handled by a logical 


































































































































































































picturing 
AMERICANA, ANIMALS, BRIDGES, 
CINE, REL 4 , ‘ arne Karialai : 
MEN, EELIGION, TRAINS, aia and light blue, map of the is-| 4S AathS Terenas, lean Chemical Society. | | buyer. A logical buyer is one who wants 
. WRITE lands; 3d. blue, arms of the colo- First Day Covers bearing the || to buy what Zoe, have to eel, not just 
or @ selection on approv: ; | what he specifica wan uy. 
IK war PreK. +0 ny; 4d. magenta, internal air] ajso to be made: 14d. brown, 1d.|| #bove stamps can be gotten by | . a 7 y penal. r . 
VER B. MATSON service, featuring an Auster air- green and 3d. red. | sending envelopes on which the cow Bg oy BR. edit aes pe 
2809 Park Ave. craft; | 6d. brown, motor survey TRINIDAD—Air letter forms| | ame of the receiver has been | | to sell?” The answer is conclusive. Today, 
MINNEAPOLIS 7. MINN. ship John Biscoe >. 9d. yellow, of the 12 cents (purple on blue ' written, and In which a stuffer | this month, this year and so long as you 
Aro eee view of the Two Sisters moun- aper) and 5c (green on blue ‘ has been inserted, to the post- | | see our message we want to buy every. 
————<—— =|tain peaks; Ish. black, Gentoo | P&P ‘ : master of the first day city. A | ‘ting in stamps from five dollars to any 
Pp , aMetomeg paper) values have been ordered. | ; * "| conceivable amount. We need everything 
Penguins; Ish.3d. vermilion, Kelp TRINIDAD—All stai.ps andj|;|s¥m sufficient to cover the cost equally and we are equally interested in 
. 8 goose and gander; 2sh.6d. olive- postal stationery bearing the ef- | of the face value of the stamps | paying a top cash price for your stamps, 
United Nations | cman atesine 28 Ba |Heies. of Queen ‘Victona, “King | must accompany. Limit ot covere| | Eaanl? ‘gccreé in "7c 
’ '. * 
ple, battle memorial; 10sh. gray,| edward VII and King George V, from any one person is ten. dealer’s stock or accumulations any des 
sea lion and clapmatch, and £1 prior to 1912, will be invalidated : eription. 1 
First Stamp leone. black, hulk of the “Great Bri-| oftective January 31. 1952 _. | You eam ship now with the knowledge (F 
%6 Val ain,” ' that you will be advised personally of 
alues on Artmaster or Artcraft FDc. | tain. y 
Unaddressed: Singles $5.50, Blox $20.00, PHIL]. PINES—A 5 cent em- Are You Looki the true cash market value of your hold | 
Plate Blox $30.00. 50% deposit required. bossed envelope with cachet on ng RM ogg h nes er oo = 
Balance August 10th. the left side, was issued July 4. | for approval selections that will give you | fYetyinns ln S amps : oa 
Actually th forme 3c. embossed a ehoice of beautiful foreign sets and is rae aon thing to do. This is the 
®Bame cachets Nevada, Cadillac, Colorado, ually e r 3c, s singles plus mint U. 8.? At your request logical place. 
he wet eines bes Blox 300: — os ——- has been sur-| we'll send you such a selection for your MINER STAMP co 
° cnarg in ack, nspection. . 
BACH Is6U8, a 225 S. Main St. Wilkes-Barre, Pa, 
HGb: agpeeiin + Gh tak teen, one -The Cr Independent Stamp Company 
if requested. : j - sage ile — oO - | 340 Middle Avenue Johnstown, Penna. AAAAAAWAAO 
wi e wi rawn from sale as 
7 {aR aRoN A 2 ACERS RASS! sess 
Byrley’s Buys (APS-NPS) of October 1. 
P.0. Box 2154 Fort Lauderdale, Florida SAAR—A 15fr. green stamp ' 
will commemorate the Bexbach 
a es = garden and flower’ exhibition. 
AER EE New 3, 6, 18 and 60fr. “industry” "a 
¥ fea ee Pak oe . 
stamps are to me added to the! Col ood ug — 
regular issue this month. | In conn 3 dorado Stateho n A A gust ist a lovel 
€ ection Wl bne issue 0) nis c em y vely 
G00D BUYS . TRIESTE—The 6, 20 and 55 two-item historical kit designed to tell in words and pictures the “story behind #32 
lire “Italy at Work stamps have the stamp.” Each kit contains the following TWO STAR features: $52 
: ' been overprinted to mark the 1, Amn attractive two-color album piece, size 5%"? x 6%”, upon which is #87 
Czechoslovakia C4-6 .... 15.00 1951 Trieste Fair, according to * reproduced a lovely photograph of Denver’s five million dollar Civic #61 
Germany B69-78 ...cecccee .85 Pierson Ostrow Center AND a brief historical sketch about the state of Colorado. This Sele 
G 6 ~ is a work of art, tastefully arranged and printed on high grade coated 
on ae 9 ae “ TURKEY—fFour stamps were paper stock. 
Switzerland 270-278 =e 3:00 * 2. An unaddressed engraved ARTCRAFT first day cover of the Colorado 
Switzerland C27-34 nee 350 , stamp postmarked at Minturn, Colorado on August ist. “0 
sent FRANCE—Five new stamps of U. S. STAMPS These kits will add lustre te your collection. They are authentic, eolortul and — 
the “coats of ar ms’’ series and one unique. The price is just Se per kit of two items, or 3 complete kits fer enly 
Ernest Stamp Co. _ al , od J 21 d BOUGHT: SOLD $1.25. Time is short, so hurry! Order today and give your collection that, prize- 3 
pictorial were issue une an wWindtaw loc, Bea's tals i 
60 Park Place 25, according to Gimbels Stamp Want lists filled. ” : 
Newark 2, New Jerse: ictorial s ’S ie G M H d 
Jersey Dept. The pictorial shows a view LEONARD T. SALMON, Ine. eorge . ammon 
of Arbois and is of the 30fr. de- $0 decvact Gueese-, Chen £06 & 
nomination. The “arms” values : . 
: P Jersey City 6, WN. BOX 362-L HORNELL, NEW YORK 
an ee aoa ————/ are 2fr. (Touraine), 10 centimes rcsendina & ‘ wevo 
Er. (Artois), 50c. (Limousin),  Ifr. = ee 
CANADA (Bearn) and 3fr. (France-Comte). Pr a 
Hie" STAMPS OF QUALITY FOR “CONNOISSEURS” || = 
FINE USED all others on June 25, 
Airmail Special Deliveries HONG KONG—AIi stamps 7 Se dark brn #1 red grid VF 22.7% 1 zr. Hila printed both sides GREECE Ou 
CE1 25¢, CE2 25c, CE3 60c, CE4 25¢. with the portrait of King George " 5e ee fee OOO SN CP ieere inne ccecncessstatesss 6.75 | 3961 1 lepta #1, (Paris) VF 22.50 fro 
Overprinted O.H.M.S. V will be invalidated after Dec- CRT 27.60 1 xr. jib superb, atraight- 5 leote gy fa SS 
50c Oil Well 75c, $1.00 Ferry $1.50, ember 31 C<) 5c #1 “dot in 8” er 8 eae -» 600 20 1 #4 VP. $5.50,id. iy . Yo 
%& Airmail 12c, 10¢ Special Delivery 20¢. 2 grid, VF ...se.+00- 000s reese 27.60 1 Kr. #ib VF pair cel. APOTUTS BP.)  vcccesccerdiece 9.% wil 
verprinte ° —NeEW cents re & bet icorsasnbeh ete  W 2 ‘ ; 
Overprinted “G”. KENYA—New 25 cents red and fd Se #1, biue “PAID”, on Hungary 950 | | % 147° OG VF (large fig. J 
B0c Oil Well 75c, $1.00 Ferry $1.50, | black (dhow design) and 40c. blue tec, binck #2 bluc town WP 48.60 a #1, VF pair straight. oa i eae et pe 
eed Fn Bg 12¢ and black (crane) values have 10c black #2, red grid, VF 38.76 2 Kr. $2) ve pair 2. 8.50 1068 conus” OG VF fH (cleaned on Ss 
of C i i been ordered. In addition current 1861 [<) le blue #9 T/Cvr., VF 8.50 #2 VF copies $3.- to 4.00 5 “sib coi -apean oe — 
Want lists of Canada given immediate : a ° : 1876 30 & 60 1. “Paris” 349/50 VP 8.75 
attention. values have been ordered in new A Binney of 3”, ae 1610 Jubilee 1h /SK VP #128 /43° a 60 1. green “Athens” #52, VP 4.76 = 
M. C. COHEN colors, as follows: 10c gray and loc #14, sheet mg. superb 24.00 | Lombardy 16. #ic WP 1... Hye 1886 poy “Belgian” #70, superb 
® Richmond St. East Toronto 1, Canada| PTOWR, 15c green and black, and eS oes SS 1 ¢. #18, printed both sides 1913 1 1. to 10Dr. #¢N150/N165* an 
. oronte |, Canada 30c brown and purple. feo 4 ers ‘ta, VP 10--&12.30 VF strip of 3, straight ccl. 39.75 oG ‘i - 10.4% 
ee Pose sateen Lr Sern OS & SSPRIGRS CCL. 28. | OG UP ln... ss cecsnes bases Oe 
| |=2MALAYA—New values have [<] 0c #15 T /Cvr., VP .... 11.25 | seep i5¢ Te. amn.-000.%0 oun HANNOVER 
—=| been ordered for Selangor, Pen- 12c black #17 VF ..... secow SO 3 Ise. Big mares. touch. R. 19.28 1060 i. #1 an T /Pce., ee 
ang, Perak, Malacca, Johore, Kel- Ge erie 12c T /Cvr, 19.98 ec type Il (large ‘4”) VF 57.50 <) ler. #1 T/Cvr. VP .... 7.50 a 
OPICALS antan, Trengganu, Kedah, Negri 1067 5e red-br'n #28, red town VP 18.78 | 495, Lit: VF sppearance, thin .. 4.50 Tae... * 69 i. 
ANY SUBJECT — A to & Sembilan, Pahang, Perlis and se” =” #98 VP. 17.50 fine 11.78 | isro pow Sesdenns’ 000 we aah ae 1861 1/15th. blue #5 sh.mgn. — 
A complete Topical Service. Singapore. They are 5 cents mag- Be TOW Ee ie tig 125 | 1990 207 Pont du Gard pert 11, 1 /s0ch #13, superb pair .... ‘00 
AT ee ne ae eeprovel. |! enta, 12c red and 25¢ purple and T Pee. \ were Mah :: Ieee - 29.50 | 3066 :17/15th #13, VP ....4....... 3% 
WARREN aw KING red. 0c, t.I, #31 cent.L., 1917 oo to ofr. charity #B3 /B10* aici same partially double print 25.00 o 
A.P.S. (“KING OF TOPICALS”) A.T.A. New colors also ordered are PE CRUE oon.5s c0c0terecee 25.00 1934 “Smile of Reims” VP #B3e° . 1/10th® no margs (150.00) P pe r 
232) Parnell Ave., LOS ANGELES 64 the 8c green and 20c blue [=] 10 #33 Sy af tre 8.7% OG 1.6 185@ 3Pf. green, close L. otherw. VF 9. 
, ?, i i > Geescitine 4 ; sabe ant redicheoeaue a . 
NIGERIA—All Nigerian stamps Reena * PeRRE Reon 18.00 Offices: 1908 ifr PR pony va ao 
and stamped Atationery bearing 1875 1c blue, 740°, reprint .... 7.50 | Moroece le /10fr. #55 /71* OG VP 16.7% a #9 oes Gas 
: , k ° ifr. #9 T/Cvr. VP .....06- 
rte f the } K G 1861 3c pink #64, cent.T. VF 14.50 | Turkey 1P.20 /36c. #55a* OG VF . 
a portrait of the late King George Dalise black #77 T/Cvr. VP 9.7 onanind ........:....... 32.00 Sirs, #10 VF except sm. er. 36.50 
USED V will be invalidated effective 1069 3c #114, double grill, VF .. 5.75 | Zanzibar 50a. /5fr. #11 VF ...... 14.50 | 1838 ge #526 /36° OG VF an hes 
: September 1. 10c #116 superb .......... .. 8.50 1,10a./3 #13 OG. superb 6.00 ee eee See eeare See oS — 
PREE "=. Lt OF nt Aad NORTHERN RHODESIA—Two ie greem #117, Fed cel, | GERMANY NEW CALEDONIA 
tn a new values (444d. blue and 9d. cae 2. * ‘Sie “aut. BR... 13.7% 1872 = a VP .... 6.90 1050 us black #1 fA T.R. Sh. _— eT 
ww he 6, Somes purple rose) are to be issued in 24c #120 centered T/Pce VF 37.50 1874 2% & 9 Kr. brown #27,28 : .; a. PRUSSIA. 
7 E. Crystal Lake Ave. tthe same design as the current 24c #120 exceptional ...... 26.00 BR ote ele 6.00 | 1050 4Pf. /35gr. #1 4 all VP .. 5% 
Westmont Coll. 7, N.4. f) low values. Color changes are 1870 24c purple #153, cent.R. VF 6.50 | 1900 5 Mk. Reichpost #65a VF.. 14.25 6Pfred-or. #2, strip of 4, You 
pen A LENS a. Ht 18679 90c #191 (pair), 7189,190,209 3008 3- ME. BM, VP os. csccccs 3.50 Biles GM, cS. is¢escesceise 25.00 
——__— — - T/Big Piece (90c unpriced 1933 Wagner cpl. #B49/57 VF used 6.75 6Pf. red.or. #2 VF pr. T, Pee 6.00 
NEVADA, DETROIT, COLORADO soo Fil, Wii i a tint | oe eee fe Mle saee. soliow BS vies <2" ae . 
s 2 = TE dUh6Ll le pee Ve ED te ee eee. Clit ER OE lh etches séebeeesnce / * 
United States & Canada MINT SHEETS pO PIT tee ey aaa /M0OP?. #0630 /26° OG VF 10.00 | 1866 10 '& 30 Ser sal 22 VP pr. 1808 sai 
roo: 0 c 
1951 Illustrated Price List wil) be Face plus 10% & 2c Service Charge. — ta lg ome 4238, VP 4.75 | 1996 pg acnanoesees 8.75 SARDINIA oe 
ready in early Fall. Write for your ARTCRAFT COVERS 15c, Next 10 $1.30 ” $1 4241 centered, thin 16.50 #300 T /Cvr. = 14.50 | 1861 5c grey #1 close all sides bt — 
. No obligation. 1694 $5. green #262 faint th.... 39.50 | 1939 2 Mk. & 4Mk. Sudamerika SOc Black #1a VF ...--++« 
hice - SERVICE STAMP CO. 3. ern #262 cent.R. th. spot 22.25 | 1° #38 /39° Smt, Getameribe 15.00 came, slightly cut, 6s te as 
JOHN B. KILTON e. 209 Williamsburg Dr. 1006 $1. biack t.II VF .......... 6.75 1931 Polarfahrt epi. #40 42" ’ 4c rose #3a, faint thin (150 ey-4 One 
109 Empire St. Providence 3, R 1. Ai Silver Spring, Md. $1. ” t12 faint thin .... 3.25 Sate 29.75 | 2063 = Se Be Ry. mighty agg we 
$1. Trans, Miss. #292,S.E, VF 21.50 srk owl anenea g 
—— $3. Trans. Miss. $293,8.8. VP 26.50 | 1975 Chicegofehtt cpl. #043 /0 VP 1.00 Chambery ¢. .....+.+++ eevee 0 rr 
1001 Pan.Amer. cpl. 3294/99 VP 4.50 i hpost > F 1! TURKEY 
VICTOR LOWTHER offers Confederate 5c #1 he die Goorecss S01 tue irae 2 1 ee 1063 [52] 20pa. straw i6a, VF 
8ST. LUCIA CASTRIES .. .10| NYASALAND DIAMOND JUB, ...- 1.00 ee eae 5.76 ee 24.25 pair T/Cvr. ......+-+- 18.50 
FIRST DAY COVER ..«- ee 25 | Used 1.14 First day cover .... 1.25 1861 Philippines 5c verm. “#12 sup. 3.25 5Mk Reichpost #18A OG VF 13.25 1Pi. grey #7, VF T cvr. 8.75 Son 
DOMINICA DECIMAL ...... ecccee 3.65] VIRGIN ISLS. Legis. ..-cscce 1.15 * BERS VE cecccesccctoes 2.00 Terkey 10pa. to 2%pi. #8 /12 & 1800 1Pi. shalf 2 Pi #93* OG VP 4.50 en 
G.B. Festival & new colors ..6. .25/] Used 1.30 Used BIK .esscosccceces 5.10 ” Se #12* OG Hj VF .... 5.26 SN EE res oe toa te 4.75 same T /Front VF . +++ 12.50 
G.B. New Designs ..........+. esse 5.95| FIRST DAY COVER ..... seseees 1.35 AUSTRIA 25Pi. Reichpost #30*° OG VF py 1913 2pa. to 100 Pi. #254 69° 
G.B. Offices N.D. Comp. ....++e. 18.74] SOMALILAND OVPT’S (11) ..cooe 1.94 1060 1 Kr. #1b, strip of 4 100 cent. #59" OG fy VF. relate — D 
KELANTIN New Definitive ...... 3.70| CANADA Prime Minister (2) see | -10 2 Eaae ween 24.50 Sa a Se 20.00 200Pi. #270" OG superb .... 
CYPRUS new colors & designs ... .14| GRENADA DECIMAL USED .,.. 3.84 
TONGA Friendship .«............ .27| CAYMAN PICTORIAL USED .... 3.60 All stamps fully guaranteed by our name “Juliard” on the reverse side. 
Join my BR. COLONIAL New Issue service. Mint or Superb used. 
Submit list of colonies in which you are interested. P rc in 
Selections will be forwarded for your approval. 1840 to 1940 issues ALEX S. JULIARD All stamps sont ps x 
Vict L wther D vi Oklahoma all countries (Formerly L. JULIARD & SON, est. 1889) spection. Our aim: 
or Lo a Sy o Penn Valley — P. O. Narberth, Pa. Your Satisfaction. 























Ziehrer, Friedrich von Ammer- 
' jing, Adalbert Stifter and At.- 
dreas Hofer. 

= 
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In its series of “Famous Aus- 
trians” stamps, Austria has al- 
ready pictured Franz Grillparzer, 
Franz Schubert, Carl Michael 











very 
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U.S. 


Pan-American 
Very Fine 
0. G. Singles 
ic Green & Black _._-$ .45 
2c Carmine & Black _. .45 
4c Chocolate & Black .. 3.75 
. Ultramarine & Black 3.75 


Brown Violet & Black 4.00 
tad Yellow Brown & Black 6.00 
What else in U. S.? 


MICHAEL M. KAREN 


1225 MORRIS AVE. 
NEW YORK 56, N. Y. 








7M. C. 


ALBUM PAGES 


84¢ x 11 Ring Type 
110 Ibs. HEAVY BRISTOL 
41 Pages Complete $2.50 ppd. 
THIS ISASUMMER SPECIAL 
(Regular price will be $3.00 ppd.) 
Satisfaction Guaranteed or Refund 
(ene 
DEALERS’ DISCOUNTS 
_—— enema 
SEND FOR ARTICLE 
“WHAT ARE A.M.G.’s” 


ALSO 
COMPLETE PRICELIST 
(| WHOLESALE ) RETAIL 


CONSUMER’S SERVICE 











143 N. Garrett 

Chula Vista, Calif. 

aE SRR I TET NEES 
FINE -U, S.. - USED 
#$326—Se La. Purch ..__.ssceseseess $1.00 
$524—-$5.00 Gr. & Bik. .......seceeee 1.00 
$972 & F73—$2 & $5 1922 ....ceeeee 1.00 
IOUS Se 0ccnsen 500eeee 1.00 
Select U. S. or British Colonial approvals 
included. 

WILLETT CO. 

40 Willett Ave. Port Chester, N.Y. 








FREE 


Se. Rhodesian Victoria Falls. 
Teo New Approval Applicants. 


SANDY'S STAMP SHOP 


VALPARAISO, FLA. 














BRITISH COLONIES 
Our stock of MINT and USED issues 
from Aden to Zululand is one of the 
most complete in the country. 
Your WANTLISTS for sets and singles 
will be appreciated. Price List Free. 


JOSEPH F. NEGREEN 


106-50L 7ist Ave. Forest Hills, N.Y. 














NORWAY 


A Bargain! #8B1-3, Tourist cpl. net $4.50 
O.G. never hinged. 


J. BOYJAN 
‘al St. New York &, N.Y. 
APS, SPA, ete. 

















OOLLECTIONS & ACCUMULATIONS 
Yor Our Puture Mail Auctions 
Really Good Prices For Good 
Material, 

Contact Us At Once. 


WORCO STAMP & COIN CO. 


5 N. Cahuenga Bivd. 
“Golbvesed 28, Calif. 


ee 











ff you are interested in 


UNITED STATES 
BRITISH NORTH AMERICA 


Yeu cannot afford to be without our 
Price List of this group. 
Send 10c for your copy 


STANLEY GIBBONS, 
3(L) Park Row 


a 


INC. 
New York 38 











Ne Strings Te This 0 


ABSOLUTELY FREE! 


Artcraft Engraved Pirst Day Cover 
each collector requesting information 
about the 


HARMONY FIRST DAY COVER CLUB 


Box 1919 - Dept. L. 
Wichita 2, Kansas 
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DEALERS’ APPROVALS 


Ask for details of how to buy 
MORE fer your MONEY. 


5. SEREBRAKIAN 


2 W. 87th st. New York, ™. Y. 
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LINN’S WEEKLY STAMP NEWS 


OUR AIRMAIL STAMPS 


A Brief Digest And Chronicle Of Our Airmail Stamps 
As Issued During The Past 32 Years 


by H. M. Brehm 
PART I 





10¢c BLUE—FEBRUARY 13, 1926—DETROIT & OTHERS—A2, 092,800 
15c SEPIA—FEBRUARY 13, 1926-—WASHINGTON—15,597,307 
20c GREEN—JANUARY 25, 1927—N Y & WASHINGTON—17.616,350 


Always knew that zone business wasn’t right and wouldn’t work. 
So here we are back to a flat rate—10c anywhere. Also, here we 
have three new stamps, on each of which the design is the same. 

It shows two airplanes—one flying East and the other flying 
West—over a relief map of the U. S. I’ve been waiting ever since 
for the two planes to collide, for they are headed dead-on, with 
only a second to go. 

I never could understand the purpose of a 15c stamp in a 10c 
service, unless they used two 1l5c stamps instead of three 10c 
stamps, to prepay three ounces. Did you figure it out? The 20c 
stamp, as a multiple of 10c, makes more sense. 





10c BLUE—JUNE 18, 1927—ST. LOUIS & OTHERS—20,379,179 
10c BOOKLET—MAY 26, 1928—WASH. & CLEVELAND—873,360 

LINDBERGH COMMEMORATIVE—Yes, all the world went 
nuts when a tall, modest young feller stepped out of his plane at 
Le Bourget airfield in Paris and introduced himself to the delirious 
— crowd: “I’m Iindbergh from America.” It was May 21, 
1927, 

Even Congress got the lead out of its britches for once, and 
g-ve the Bureau of Engraving and Printing a RUSH ORDER, as a 
result of which the Lindy airstamp was for sale in our post office 
exactly 28 days after his feat. Of course, some motheaten regulation 
prohibited his picture, since he wasn’t yet dead, so they placed his 
“Spirit of St. Louis” as a centerpiece on the stamp. 











Sc RED-BLUE—JULY 25, 1928—WASHINGTON—106,887,675 
That Lindy stamp must have drummed up a tremendous and 
enthusiastic airmail business, for look and see—just one year later 
Congress offered us the largest airmail stamp ever, and at the small- 
est price ever—just a nickel each. Yessir, from that day on, while 
it lasted, Uncle Sam would carry our air letters anywhere in the U 
S and its possessions for 5c, also under exchange courtesy to Cana- 
da, Mexico and some Central and South American countries. 

Of course the old familiar red-white-blue combination popped 
up again, to advertise this bargain deal. The central design in blue 
shows one of the beacon lights (this one on Sherman Hill) which 
guided the night fliers on their accustomed route; all neatly offset 
in an attractive red framework. 

How well I remember those beacons, set every 25 miles apart. 
My wife and I were driving back from California in July, 1933, 
skirting Death Valley, and driving nights to avoid the desert heat. 
Those revolving lights were ever with us; as soon as we got out of 
range of one, the second one would appear, always turning, turning, 
turning. 

My wife wanted to scream and jump out of the car, so I sug- 
gested that she concentrate on the road ahead for a while, with noth- 


Page Seven 


the offices of Linn’s Weekly 
Stamp News for a short visit and 
to stock up once again with their 
favorite album pages. 

Dr. Garett is the chief collee 
tor of the family. He gets a lot 
of interested support from the 
children, 


Show Smithsonian 
Treasures at Museum 


The Division of Philately of 
Smithsonian Institution is making 
important strides under the di- 
rection of the new Curator, 
Franklin R. Bruns, Jr. 

During the special Smithsonian 
Night in the National Philatelic 
Museum Mr. Bruns demonstrated 
with slides, the Smithsonian In- 
stitution itself and particularly its 
Philatelic Division. In addition, 
Mr. Bruns brought with him tok- 
en examples of various treasures 
from the depositories of the 
Smithsonian Institution. The sub- 
ject of material was discussed. 





¢ ES! 


(20 STAMPS ror 14 


Here's b oe veluahtie imported collection of 523 dif- 
‘erent st. Gosens of hard-to-get count: a) 





mps and sete 


Includes a many, Lg Lg 
E—most fam 


Spain — Sensational GOYA 


. in the World! Israel—very firs: . Indeo~ 
It may be available at some Seale’ — Native rebellion pictorials, be. i231 ses 
complete pp $5.00, Allied Military Gov't. — Scar 
“Washington Print’’ complete, 


future date for exhibitions in the 
National Philatelic Museum and 
other National Shows. However, 
“No definite policy can be an- 
nounced at the present time,” 
Mr. Bruns said. 

One of his immediate concerns 
is the famous Michel Postal Sta- 
tionery Collection which will be 
remounted and fully described. 
A plan for closer cooperation be- 
tween the Smithsonian Institu- 
tion and the National Philatelic 


of other a 
tractive and interesting items. You’)! fill pages a 
pages in your collection. Enjoy hours and days 
real se yon otk with this enormous lot. Ii’ 
@ regular $2.50 value—but it’s yours at the amazin 
bargain rate of 26 stamps for 1¢—just 25¢ to intro 
duce our — argain Approvals, Money | 
if not delighted. 


SEND 25¢ TODAY. ASK FOR Lot 112 
ZENITH CO., 95 Nassaw Street, New York 36 





SPECIAL LOW PRICES 
Stamps with SLIGHT DEFECTS (NO 
WRECKS) at a fraction of what you would 
pay for average copies. Refund if mote 








Museum also has been discussed | Pleased. 

: . ‘ . Used | P-Init’l C-Cut Used 
and the details will be announced | p34 1.20] R138 1.00 | RB17B RD107¢ 
at a later date. R37A 8.50 | R18B 3.75 15 x] 

Mr. Bruns paid glowing tribute = ‘2. aoe oa RB18B -" —" 
- Mrs. Catherine L. Manning for | peqq 1:15| R5iC .75 | RBI3e | RD110P 
er illustrious career as his 1M- | R65A 7.75 | R83C .60 2.1 50 
mediate predecessor in the Smith- | R77A R9IC .45 | RB16c omeeat™ 
: rare : 77.00 | R92C .58 
sonian Institution. Mrs. Manning nea R30 43 | RBI8c RD155 
continues her interest in Smith- 1 R316 1.00 9.00 1 
sonian with advice and every aid | Ra0a R318 .13 | RC20c .70 | RD156c 
at her command, 89.50} R320 .45 | Re2le .33 
R83A R370 .60 | RD59 .80 ADIsee 
36.00 | 2381C - 
Homsher Elected RSA * 2.90 RD ASCE 
66.00 RD60p 
Exchange Club Prexy R85A 1.85 | R383P 1.95 | RD169 
AI Tt : ti teenie © R86A 2.10 3.40 | RD71 .29 18 
residency of the Oceanic Ex- |po1a 1.90] pea RD76P RD176¢ 
change Club of New Zealand for | 892A 6.75 1.20 : e ) 
the second year has gone to a/R | naga Dose | RDI76 
collector of the United States, Ro-| r3p 1/60 27.00 2.50 1 
bert Homsher, 3241 Paseo, Kan-| R6B 2.05 nae atin RD178¢ 
R11B 2.30 








sas City 3, Mo. 

Members of the club exist in 
many parts of the world. They 
correspond and exchange phila- 
telic material. 


SIDNEY “D. HARRIS 


MAHOPAC 6. N.Y. 


GENERAL FOREIGN 


only rare stamps and classics. 
WANTLISTS FILLED. 
PRICE LIST FREE. 











Michigan Doctor, 
Family Visit Linn’s 


On their way to an East Coast 





























vacation, Dr. and Mrs. E. L. Gar-| }Philastamps 5226 Hoze: Ave. 
rett of Niles, Mich. stopped at Pp Philadelphia 43, Pa. 
SOMETHING 
DISTINCTIVELY 1951 UCV 
DIFFERENT!?! 
A GENUINE 
“DOUBLE-BARRELED” 
FIRST DAY COVER 
FwO CLOSELY ASSOCIATED EVENTS id4 
: 1A N 
THE SAME COVER. 6r6l uv9 











NOT A RARITY— 
BUT A UNIQUE MASTERPIECE. I HAVE ONLY 14 OF THESE COVERS. NUM- 
BERED, SIGNED AND GUARANTEED GENUINE IN EVERY WAY. UNTIL we 50 
AUG., 1ST., THE PRICE PER COVER IS . 


SATURDAY, JUNE 30th, 1951, WAS THE LAST DAY FOR THE OLD 
TYPE P.O. MONEY ORDER. | HAVE A FEW OF THE LAST DAY 
OF ISSUE (OF SMALL MONEY VALUE) AND THEY WILL MAKE 
AN INTERESTING ITEM IN ANY U. S. COLLECTION. 
WHILE THEY LAST, $1.00 EACH. 


~ CONGO! CONGO! CONGO! “CONGO! CONGO! 
FOR THOSE WHO ARE SEEKING 
SOMETHING NEW TO COLLECT OR FOR THOSE 
WHO ARE LOOKING FOR BETTER PRICES -----.1 HAVE CONGO 


Pal ATELY CHARLESTOWR, Indiana. 








ing to see in the headlights except tumbling tumble-weeds and oc- 








casionally a pair of gleaming me eyes. What a night! 





5c VIOLET—FEBRUARY 10, 1930—WASHINGTON—$7,.641.000 Flat 
$c VIOLET AUGUST 19, 1931—WASHINGTON—57,340,050 Rotary 
Same rate of 5c per-ounce, but an opportunity to cut down on 
the paper, and to avoid the extra expense of printing in two colors. | 
The insignia is that of the airmail-service. 
(To be continued) 








SOME OF OUR BEST SELLERS TO GET THE TOP PRICE 











ITALY Holy Year 2 val. F.D.C. .. #0 
TRIESTE Holy Year 2 val. F.D.C. 40 ; 
VATICAN Holy Year Folder 

GROTMOOUS cocccccccvesccccoeue 1.00 
VATICAN Holy Year coins 4 val. YOUR STAMPS 

BEGURIOE coccccccccccccccccccce 

VATICAN Dogma Assumption 2 val. .20 | 
VATICAN Beatification 4 val. .. 50 i O U | 


VATICAN Beatification Attr. FDC 1.00 


VATICAN Cardinals Illus. Folder .75 
4 We are CASH BUYERS of Col- 
Canecan seaman donna ron” - lections, Accumulations, Dealers 
de Bonutifal PDC, ccoccccesee % Stocks, Mixtures, ete., both mint 
ITALY-Trieste Columbus (1 each) .13 and used of the whole world. 
ITALY New Montecassino 2 val. .20 Get our FREE APPRAISAL be- 
TRIESTE New Montecassino 2 val. .22 


fore selling your stamps and be 
convinced that ours is the 
TOP PRICE, 


ELEDA STAMP COMPANY 
(LEONARD EPSTEIN) 


122 BEAVER STREET 
NEW YORK 4, N. Y. 


ROMAN STATES and VATICAN Spe- 
cialized Catalogue 48 pages, 18 Ilust. 
1586 prices Written In Italian, Lot of 
Information 1.00 


VITTORIO LO BIANCO 


Italian Philatelic Headquarters 
116 Nassau Street New York 38, WN. Y. 














USE THIS ADVT. AS AN ORDER BLANK IF DESIRED. 


AUG. 4. is Our Deadline for Detroit Orders. 


Aug. 14, is our deadline for Colorado Orders. 
PRICES ARE FOR 1 Issue. Double it for 2 issues. 


1ST DAY COVERS ... BI-COLOR CACHETS. 
(ARTCRAFT, ARTMASTER, ARISTOCRAT, ANDERSON 
HISTORICAL (3 DIFF. COLORS) 5 Color-CRAFT, CACHET CRAFT 
LITHO (Black or Color) FARNAM, FLEETWOOD, GRIMSLAND, 
KOLOR-KOVER, PENT-ARTS (Set 5 DIFF.) or FLUEGEL, 
5c Extra per cover.) 
Unaddressed, under separate cover, 2c extra per cover, 
PRICES ARE FOR 1 ISSUE; Double it for 2 issues, 
Check the Square for items wanted. 


JULY 24TH IS THE 1ST DAY DATE FOR THE 


3c Detroit, Aug. 1 for 3c Colo. 











Local Cities D.C. 
NE ee ee eS ae w 
J ££ 2 ae ee 23 #0 
Plate Block ox+uanaganenianintas 42 0 40 0 
Set 8 Matched Pls. on - 375 O 3.70 0 


Above complete ‘set of 22 covers $8.75 O 


COMBINATION COVER: 
new Detroit on one cover, 


‘The ‘3c ‘Michigan Stamp of 1935 and the 
35c. 0 


COMBINATION. COVER: The 3c Colorado : and. the 5c 5¢ Blue China on 
the new Colorado Cover --45e () 





SELECTED MINTS 


Mailed postpaid, on the day of issue. ‘If ultra-select centering is wanted, add 20%.) 
Sheet of 50, $2.00 Bingle, ...cccccssevecs % 
Block of 4, 19 | Plate block i) 


Set 8 Matched plates, all positions of 2 numbers $3.50 C 
ASK FOR OUR FREE U. 8S. LIST AND LATEST WASHINGTON NEWS LETTER. 


FIDELITY STAMP CO. MABEL, MINNESOTA. 


(Use our Washington, D. C. Address: 710 — 14th St., N.W. — only for 
details as to our OVERNIGHT U. 8S. Philatelic Agency Service.) 
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SUMMER 


and 


SLACK TIMES 


by Lewis F. Turley 









ite 

In a recent contemporary stamp 
publication, an article appeared 
as an editorial about prices on 
certain stamps, This writer goes 
along with that article in that 
many people believe that because 


the times seem in line for mount- 


LINN’S WEEKLY STAMP. NEWS 





Monday, July 16, 195) 





ing prices, stamps should follow 
that trend. I can agree with this 
one hundred per cent. 
In line with this thought of 
prices and trends following the 
times, why doesn?t somebody do 
something about the summer bus- 
iness, 
; It has always been the policy 
of the writer to not allow sea- 
sonal trends be forced on one by 
the mere fact it is too hot, or too 
cold or too damp or something. 
That looks like a lazy man’s ex- 
cuse for not doing something that 
calls for attention right now and 
not tomorrow. 
was in the stamp business 














For DEALERS And COLLECTORS 
LITTLE COUNTER SALES PAGES 
FOR SETS AND SINGLES 


Made in four styles for all kinds of stamps, offering excellent display 
and a reali help in mounting stamps for counter sales or for showing 
All in 8!%x5l% inch size and punched to fit the 


at your stamp club. 
standard ring binder of that size. 





Order by number. 
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No. 1—-Picture in reduced size, this 
page has 12 large spaces so big 


stamps will not overlap, thus mak- 
ing excellent display. Indicia for 
“CAT. NO.” also “CAT. PRICE” and 


CANT £ACH 












































No. 2--A page with 12 large spaces 
for stamps, each stamp at the same 
net price such as one cent each, two 
cents each etc. There is a line at 








That is the backbone of American 
business and continues to lead 
the field in all getters of trade. 

Salesman are good workers but 
the ads probably cover a greater 
field and get into more homes 
than all the salesmen, even if 
they work door to door. 

Are you having an occupation- 
al disease these days? 


back during the 1945-46 eva and 
found that summer times could 
be as busy as the colder months. 
Many times, we just switched to 
used stamps to create more sales 
and found that our offerings 
gained many new recruits. 

Many collectors wrote and stat- 
ed why didn’t other dealers offer 
material at a savings in used con- 
dition during the summer months, 

Following up on this, we ran 
a series of ads which probably 
brought us as much turnover as 
the colder months. In fact, we 
found ourselves going out on 
the open market buying more} 
used material just to fill want 
lists and packet making that sold 
like “hot-cakes.” 

It has always been a wonder to 
me, just why dealers insist in 
running ads on mint material 
consistently when it is not selling. 

















July 18—Miner Stamp Co., 226 S. Main St., 
Wilkes-Barre, Pa. U. 8&., British Colon- 
ies, General and Wholesale. 


| say 18—Rumark Co., 116 Nassau gt. 


York 38. United States 19th and = 


Century mint. 
July 20—Penny Black Stamp Co., 114 Nas. 
sau St., New York 38 U. 8S. Gener, 
Airmails, Flight covers, specialties, “4 


July 27—Hobbs Stamp Co., 38 Park Row 
New York 38. United States and Gen’ 
inc. sheets and wholesale, m 


23: N 


eral, 


July 28—Higgins & Gage, 
Anita, Pasadena 8, Calif. 
British Empire, Airs, General. 


Aug. 4—Zenith Stamp Co., 95 Nassay St 
New York 38. U. 8S. General, British 
Cols., Country Lots. 


Aug. 7—John Balter & Co., 421 7th Ave. 
New York 1, N. R. U. S., Confederates 
Possessions, General, Wholesale, 

Aug. 10—Michael M. Karen, 1225 Norrig 
Ave., New York 5, N. Y. United States 
and Possessions, mint and used. 


Aug. 13—Reo Stamp Cc., P.O. Box 1319 
Church St. Annex, New. York 8, U. g 
mint, used and wholesale. 


Aug. 17, 18—John A. Fox, 116 Nassau St., 





New York 38. SPA Convention Auctiog 
to be held at Cincinnati, Ohio. 





They could just as easy clean 
house on many of their dead 
items in used material if for no 
other reason than the collector 
can handle the used stamps when 
he hates to monkey-around with 
mint ones. 

Gum being what it is, causes 

hands to get sticky; causes the 
stamps to curl and in case of 
blocks, break on the perforations. 
Many other reasons can be found 
for not handling mint stamps but 
also many reasons can be found 
for selling used stamps in the 
summer time. 
Once, we recall, a friend in the e 
stamp business made up a pack- 
age deal in which he offered 175 
used U.S. Commemoratives in 
Very Fine condition. That dealer 
sold over 250 of those packages 
for something like $5.00 per. 

If that isn’t nice business then 
somebody is not in the market 
to make profit. This dealer work- 
ed his stock and weeded all the 
dead-material on hand into pro-| @ 
fit which he could invest in other 
properties. 

This is not to say that there is 
no profit in mint stamps in the 
summer time but it does say that 
somebody is missing the boat 
these days. 1 
It is within the realm of pos-| 
sibility that many dealers have a} 
tendency to forget the newcomers 
to the hobby each year and there- 
by miss out on the package deals, 
The newcomers would be only 
too glad to get a package of 250 
different commemoratives at one 
time at a price and have that 
as a nucleus for a United States 
Collection. 

Many dealers have this kind 
of material lying around doing 
nothing anyway. It will never do 
any good idle. It should be pack- 
aged up and offered at a price 
to make friends. The collector 
who buys that type of material 
will be back trying to fill in with 


every collector can afford. 


® Post Binder Album, Heavy 
Back finished in a rich blue. 


stock, quadrilled in gray by 
of 7x9% inches and have 


opposite center as a guide to 
ing. 


perfectly flat. 


page. 
@ A plain title page in front. 
All pages interchangeable. 


splendid slip case of heavy 
ish as the binder and a 


for this beautiful album. 


Usual 


HERE IS WHAT WE OFFER YOU... 


@ Backbone is stamped in gold. 
Fifty pages of heavy (bristol card 


raphy. Pages have mounting area 
marks in center and at all four sides 


Linen Hinged. Every page linen 
hinged so your album will lay open 


Glassine Interleaves between every 


covered with the same beautiful fin- 


match, making a splendid receptacle 


— 





THE SIDNEY ALBUM 


A beautiful new album, looks like the finest 
linen hinged album—but at a modest price 


Board 


lithog- 
guide 


mount- 





ALL FOR ONLY 


SLIP CASE—With each album a 


board 


Garriage Extra, Mailing 
Weight 5 Pounds 

pertect 

Ohio Customers Picase 
Add Sales Tax. 


Extra Pages Available—Pack of 25 With Interleaves..___- $2.28 
(Postage Extra—Weight 2 Pounds) 


Wholesale Terms to Our Dealers. 


LINN PHILATELIC PRODUCTS, SIDNEY, OHIO 





others at another time if handled 
properly, 

A dealer’s mail list is his big- 
gest asset. If he does not con- 


ECONOMY ALBUM PAGES 























“NET” For single stamps of any e 
value and each priced with catalog top ‘ on CHOICE....-..-CENT 
value and your net prices. A real| EACH”. You merely mark in the 
help for sales. price. 
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No. 3—A page to hold two small 
sets or for choice single items. The 
page is divided in the center and 
both top and bottom part have in- 
dicia at top for “COUNTRY” and 
“CAT. NOS.” Below at right edge 
are small squares with wording to 
indicate whether complete or short 
set and below that indicia for “SET. 
NO.” also “CAT. PRICE” and “OUR 
PRICE.” 


No. 4—A page for big sets, space 
with indicia at top for “COUNTRY” 


and “CAT. NOS.” At the bottom, 
“SET NO.” also “CAT. PRICE” and 
“OUR PRICE”. Above this are small 
squares to mark whether “SHORT 
SET” or “FULL SET”. 








PACK OF 100 — 50c 
POSTAGE 8c 











Little Counter Sales Pages will please you and help you sell stamps. 
The pages are on good quality white paper, neatly printed and thus 
make an attractive sales agent for you. 

Pages fit the standard 8%x5% inch size ring binder which can be 


bought at many 10c-$1.00 stores or ordered direct from us at 65c each 
Ask for binder number 854. (postage extra, mailing weight 1 Ib.) 


THE PRICE—50c per pack of 100 of any number. Postage is Extra 
Dealers are entitled to the usual discount when ordering five or more 
ef any single number. This is the original price. We bought our 
paper supply more than a year ago and thus can give you benefit of our 
supplies. New Supplies will cost us more and cost you more. Take 
advantage of this offer as long as our supply lasts. 


LINN PHILATELIC PRODUCTS 
BOX 29 SIDNEY, OHIO 


tinue to improve it each week, 
month and year, he will even- 
tually find that he has worked 
his mail list to the bone and the 
sale of the cheaper material is 
getting less and less each time. 
That is where the new blood 
comes in and takes up the slack. 
Why not advertise the sales 
and inventory clearances of used 
material in the summer? Why 
wait until the year’s end? Why 
not during the summer work out 
a schedule so that your trade, 
hobby or what have you, does not 
force you or any of us to take 
a vacation which could be called 
an occupational disease? 

There should be as much ac- 
tivity in the stamp collecting and 
stamp business in the summer as 
in the winter. Many other attrac- 
tions do throw the stamp busi- 
ness for a loss. But...that is pro- 
bably because they are offered 
in a more attractive manner. They 
get the attention because they 
advertise. 

Just look at the current adver- 
tisements of the cigarette com- 
panies, those of the cold drink 
companies, Anyone can tell you 
that they continue to do business 
regardless of the season just be- 
cause they continue to advertise. 


MAGNIFYING GLASS 
BARGAIN... 


Postpaid 

“@ Every stamp collector needs a 
magnifying glass and here is 
your opportunity to get a very 
good small glass at a price so 
low you can not afford to be 
without it. 

® Glass is 1% inch in diameter 
enclosed in metal frame with 
metal loop handle. Mailed to 
you postpaid for only 15¢ in 
stamps. 

(NO DEALER DISCOUNT) 


Linn Philatelic Products, 
SIDNEY, OHIO 

















The SCONOMY Aibum page i 8%xl1l 
inches, punched with three holes to fit 
the standard three ring oinder of this 
same size. Pages are printed from copper 
plates with accurate quadrilie background 
in gray ink. Paper is of 20 pound basis, 
white sulphite cond and the pages make 
A substantial and practical page i 
at low cost. Pack a 1% sane $1.00 


(Postage extra, mailing weight & pounds) 





en a a 


PLAIN BORDER PAGES 


Our PLAIN BORDER PAGES are @ 
the same wqeight and quality of paper 
as in the ECONOMY page. These page 
are 8%exil inch to fit the ring oinder @ 
that size and punched witb three nocies, 
Pages nave a plain double tine rule 
border around the mounting erea and 6 
anel at top for name of countr 
ie Pack 4 15 pages . $1.00 


(Postage extra, mailing weight ¢ pounds 








HEAVY WHITE 
ALBUM PAGES 


These 
weight 


PERPETUAL ALBUM PAGE 


medium weight clear 
white album paper of excellent quality, 


from copper faced quadrille plates. The 
quadrille fe im a ceutral gray and makes 


@ handsome page 
ep are standard 


wi three holes 
standard ring binder of this type. 


Printed on & 





pages are printed on «& nee 

antique finished cover stock 
good quality in a clear white cole. 
Pages are all punched witb three hols 

inch eise to fit the standard 84x11 _ incb 

fit the binder. Pages are 8%x11 inch size 

Pages quadrille background in gray. They 40 
are round cornered to prevent 50 not sag like lighter weight pages. 
“dog earing”’ Pack of 40 pages. ¢ Pack of 20 pages. 


(Postage extra, matiing weight 1 pgeund.) | (Postage extra, mailing weight & pounds) 


BRISTOL ALBUM PAGES 


OUR BRISTOL Album Page fills the demand for @ nigh quality ring inde 
page. The paper used in these pages is a heavy weight white antique finisb card 
stock of % ply thickness the quality of this stock is comparable to that used 0 che 
QBigher priced tinen ninged albyms that sell up to ten and cwelve doliare enon. 
Pages are 8%x1] inch size, printed with a gray quadrille background from coppé 
plates. Pages are stiff and do not sag when turning, thus the proper page for plooks 
and large pieces which will break or split on the perforations on pages that are 
saggy. Those who have used this Bristol) page are nigh in its praise and $! 00 
we know of nothing finer in a page of this type. Pack of 33 pages only e 


(Postage Extra, Mailing Weight 2% Pounds) 


COUNTER SALES PAGES 


A fine page for the dealer or collector. This page is 8%exll inch in size griaees 
@ith twenty-five large roomy boxed spaces for mounting stamps for sale oratalog 
counter and at Club meetings Eacb space has printed inscription for 
aumber. Catalog Value and Price 


84exll 
to 








The paper is of 16 pouna white sulphite pond, light m weight and thus many 
pages may be included in a single binder. Pages fit the standard three ring 1 
binder of this size. Pack of M6 Pages. ........ccccccccccnccrsccceneceenseee® 


(Postage Extra. Mailing Weight 2 Pounds) 


LINN PHILATELIC PRODUCTS 


SIDNEY, OHIO, U. S. A. 
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Monday, July 16, 1951 


BRITISH 
EMPIRE CHATTER 


py HENRY M. FRIEDMAN 
Box 21, Planetarium Sta. 
New York 24, N. Y. 
PPP IIS 

AUSTRALIA.. Scheduled for 
release on July 2 were two three 
ence stamps, one to commemo- 
rate the centenary of the discov- 
ery of Gold in Australia and the 
other 100 years of responsible 
government in Victoria, 

The stamps are printed in dull 
scarlet in horizontal se-tenant 
pairs, similar to the two previous 
ge-tenant pairs. The gold stamp 
will show a portrait of Edward 
H, Hargraves and the other a por- 
trait of Charles J, Latrobe, the 
first Governor of Victoria. 

The size and perforations are 
the same as the current 3 pence 
stamp. The paper is unwater- 
marked. F ; 

EGYPT. A large size horizontal 
10 mills stamp has been released 
to commemorate the wedding of 
King Farouk and Narriman Sa- 
dek. This stamp shows a portrait 
of the King and his bride. A min- 
jature sheet of a single stamp was 
glso issued with the stamp per- 
forated same as the regular 
stamp, so that if removed from 
the sheet there is no difference 
between them. 

The face value is about 3c 
and as soon as released, local 
dealers in Egypt were paying 10 
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to 15 times face. These stamps 
and sheets were issued in limited 
numbers and very few reached 
this country. According to reports, 
few, if any of the stamps that 
arrived here were based on face 
value, 

GEORGE VI CATALOGUE. As 
a result of this column advising 
the use of the Gibbons George 
VI catalogue, many inquiries 
were received, all of which were 
referred to M. M. Wiggins of 
Washington, D. C. who stocks the 
complete line of Gibbon’s cata- 
logues and albums, 

Mr. Wiggins has been ill for 
some months causing delays in 
service resulting in complaints to 
this column. In April, I was in- 
formed over the phone, that he 
had returned to his office and 
that all orders would be filled or 
refunds made. However, after 
two days he was compelled to 
go to a rest home, from which he 
returned to business again on 
June 4, 

He now advises that there is 
over 5 bushels of mail on hand 
and over a ton of supplies in the 
Custom Office. He is now on the 
job and promises that all orders 
will be taken care’ of soon. 

Among the recent additions to 
his stock is the latest Gibbon’s 
Windsor Album for the British 
Isles, a very fine loose leaf home 
for good stamps of the British 
Isles. 

NEW GUINEA. It was recently 
reported that 4 stamps of Aus- 
tralia had been overprinted to 





“LINN PHILATELIC PRODUCTS 


ALBUM PAGE 


INTERLEAVES 


We offer interleaves of either Glassine or of Kodapak. Glassine is of 


the best semi-transparent quality, as transparent as is obtainable. 


The 


Kodapak is fully transparent, not injurious to stamps and when placed 
over a page of stamps enhances their brilliance and beauty. 

All interleaves are 84x10 inches, purposely cut smaller so they will 
not stick out of the edge of your album or interfere with turning the page. 
Punched to fit the standard three ring binders. 


GLASSINE INTERLEAVES 


Pack of 
100 pageS.....ccceee 


75¢ 


“(Postage extra, mailing weight 1 pound.) 





PUNCHED KODAPAK 
INTERLEAVES 


Beautiful and brilliant, light weight and 
will hardly be noticed in any album as 
to extra bulk; pack of 100 is little more 
than % inch thick. $1 
CE S005 0645.600060300000 . 
(Postage extra, mailing weight 1 pound.) 


UNPUNCHED KODAPAK 
INTERLEAVES 


We also supply the Kodapak leavea in the 
same size, but unpunched for use in other 
types of albums or for wrapping covers 
or blocks of stamps. Pack of 100 
Unpunched .........seeeeeeccens . 
(Postage extra, mailing weight 1 pound.) 





ROOSEVELT THE PHILATELIST 


You have perhaps seen pictures of President Roosevelt working 
The finest of these pictures 
leading photographers of Washington, D. C. 
reproduction rights to the best of these pictures from the Photographers. 

t over $800.00 to produce a fine natural color picture for you. 


semp coilection. 
Underwood, 


with his 
by Underwood & 
We purchased the 
We 
We have made 


were made 


ese prints for framing. Also for placing in your sibum and they are sold only 


im sets of two prints. One is with a handsome art mat ready for framing, 


9%4x10% 


inches in size, the other is without mat and ready to mount on your album page. 
Thousands have already been sold and the present supply will not Jast indefinitely. 
You will be pleased with a pair of these pictures. 


Price Postpaid 


fe twe PRCCUTED. occcccccccseccccccccccscccce seccccccce ecocceessersseecsesse 


SEND REMITANCE TO: 


LINN PHILATELIC PRODUCTS Sidney, 0. 








The All Purpose Album 


For Stamps — Covers — Full 

Sheets — Cards — Photos— 

Clippings—in Fact Most Any 
thing. 


JUMBO SIZE 


W’s BIG! Album is 12 x 12 inches 


ia size, Two inches thick, Thus | 


Dages have a mounting area of 10 x 
12 inches, big enough for full sheets. 


Pages are of fine heavy quality jet | 
black album paper without quad- 3 


rille, perfectly plain for mounting 
anything. Pages are scored so the 
album will lay open when in use. 

Binder 


tolor 
able, 





‘S 


is a beautiful’ paper imitation leather finish of a pleasing 
and pattern. Three post style so pages are easily interchange- 
More pages can be added if desired. Has stubs to prevent bulg- 


ing, Backbone stamped im real gold leaf, sides are plain, 


100 PAGES 


Yes, there are 100 pages in the album, the biggest value in any 
um comparable in size. You will find lots of use for this new beauty. 


AND ONLY $3.50 POST EXTRA 


Ohle Customers Please Send Sales Tax 
(Shipping Weight 5 Ibe.) 


EXTRA PAGES—Pack of 50 for $1.00 postage extra, 


Mailing weight 2 pounds. 


Usual Wholesale Terme to Our Dealers 


LINN PHILATELIC PRODUCTS 


commemorate the 30th anniver- 
sary of Australian administra- 
tion of New Guinea. J. M. Fox 
of Los Angeles sent the writer 
a clipping from Stamp Collecting 
which reads: 


“Both we and our readers 
were hoaxed by the New 
Guinea report. We have been 
hoaxed before, but never by 
a joker(?) who adopted the 
name and forged the signa- 
ture of a well respected man, 
whose word we could not 
doubt etc.” 

Meanwhile, the writer inquired 
at the New York office of the 
Australian Government and was 
informed that they had not heard 
of any such stamps, and that 
they would be advised if the 
stamps had been issued. 

An order by an English dealer 
sent to the Postmaster General 
of Australia for these stamps 
brought a reply that they knew 
nothing about them. 

New Guinea and Papua have 
not issued their own stamps 
since 1942 when all stocks of 
stamps were destroyed under 
audit supervision. They now use 
Australian stamps although for 
some time there have been ru- 
mors of a new joint New Guinea- 
Papua issue, 

















EDGAR ALLAN POE 
Irascible Writer 
Born in Boston 1800—died in 
1849. Born as Edgar Poe, he was 
orphaned and adopted by the 
Scotch family of JOHN ALLAN, 
who gave him his middle name. 
Left the University of Virginia 
after a quarrel and ran away from 
home, Published Tamerlane and 
Other Poems in 1827; after one 
year at West Point Military Aca- 
demy, he was dismissed for neg- 
lect and disobedience. 
Boarded with his aunt, Mrs. 
Clemm and her teen-age daughter 
in Baltimore; wrote “Manuscript 
Found in a Bottle”, received a 
sizeable check. When the money 
was dissipated, he was taken on 
the staff of the Literary Messen- 
ger in Richmond, and later at 
Burton’s Magazine in Philadel- 
phia, to both of which he con- 
tributed priceless poems, essays,, 
short stories and critic reviews in 
return for a pittance, to keep 


: body and soul together. And in 


the midst of this poverty he mar- 


P ried the above mentioned daugh- 


ter. 

Then he wrote one of his most 
famous stories—“The Fall of the 
House of Usher,” after which he 
moved himself and little wife to 
New York. There he wrote two 
mystery stories—“The Murders in 
the Rue Morgue”—and—“The 
Mystery of Marie Roget”’—which 
finally brought him a measure of 
fame and money, which money 
he promptly “liquidated” while 
his child-wife lay dying of tuber- 
culosis. 

It was almost the end for Ed- 
gar Allan Poe. During lucid in- 
tervals he wrote: “For Annie’— 
“Ulalume”’—“Annabel Lee”’—and 
—‘The Belle.” Police found his 
dead body in a Baltimore alley 
in 1849. Yes, he got into the 
American Hall of Fame in 1910— 
probably through the keyhole. 


Hn RBebov 


NEW LONDON, WIS. 





A set of semipostal stamps had 
been ordered from the stamp 
printing firm of Courvoisier in 
Switzerland by Ethiopia © st be- 
fore the Italian invasion and oc- 
cupation. These stamps were 
kept intact until after the liber- 
ation of the country by the Al- 
lies at which time they were 
overprinted with a carmine “V” 
and used for regular postage, 








Prices For U.S. Good 
At |Chicago |Auction 


The 89th & 90th auction held 
June 28-29 by Stamp Auction 
Service, Chicago, with Stampart 
collaborating, was featured by 
the extremely high prices, many 
over catalog, for outstanding 
items of U.S. 19th century, some 
of the highlights being: 

5¢ 1847, Cat. $32.50 at $38; oth- 
ers at $30. $28. & $26; 10c 1847 on 
cover Cat. $100 brought $105, and 
off cover, Cat. $90, sold at $93; 
le Type la, 1851, a magnificent 
copy, Cat. $225, sold for $325; 1c 
Type IV, double transfer, sold at 
$30; another Type IV, Cat. $10, 
brought $18. 

A 24c 1857, Cat. $32.50 brought 
as high as $38; 30c 1857 Cat. $35, 
also brought over catalog, selling 
at $35 & $36; 10c August, Cat. 
$65 brought $102; 5c 1865, Cat. 
$50, sold at $67; 12c 1861 sold 
from full catalog to double cata- 
log; and a 2c Black Jack sold for 
10 times catalog bring $20.; a 15c 
Fo ge 1 1869, Cat. $32.50 brought 

0. 








Discuss Luxembourg 
1938 Letter Sheets 


Facts about: the beautiful 1938 
letter sheets of Luxembourg are 
featured in the July issue of “Lux- 
embourg Philatelist,”’ monthly 
bulletin of the Luxembourg Phil- 





Page Nine 









atelic Study Club. 

Other articles deal with a plate 
variety found on stamps of the 
1937 Wenceslaus semi-postal set, 
proofs of the 1926 Charlotte heads 
and reports on recent auction 
prices of Luxembourg stamps a 
on the 5th LPSC auction. 

The July Luxembourg Philatel- 
ist, together with information on 
the Luxembourg Philatelic Study 
Club, can be obtained by sending 
fifteen cents in stamps to War- 
ren Sadler, 4502 Vasconia Street, 
Tampa 9, Florida. 


F BEAT 
| S THE 
TS HEAT 
AND HUMIDITY 


Put Your Mint 
Sheets Away 
For Safekeeping 
in 


Linn’s Mint Sheet Files 
(10 pockets) Stiffer backe 
give greater support for 
Perforations—30c Each 
Plus Postage 
Minimum Weight 1 Ib. 
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SIDNEY, OHIO 























LINN’S UNIT SYSTEM ALBUM 


FOR UNITED STATES STAMPS 








three ring binder of that size,. 
substantial quality. 


We print 


pages. 


that may be used for any other issues. 
kind of paper to match with these pages. 


UNIT Ne. i—Commemorative Stamps. 


beautiful quality. Price... 








LINN’S UNIT SYSTEM ALBUM PAGES 


Place Linn’s Unit System Album Pages in a standard 8% x 11 Three Ring Bindes 
and you have Linn’s Unit System Album for United States Stamps. The idea) and 
most perfect of any similar album in the market, 


In addition we offer four types of biank pages to match up with 
pages. The blank pages bear a heading and foot marking to match with the printed 
We offer pages with printed headings for Commemorative Stamps, for United 
States Postage Stamps, for Air Mail Stamps and also a page with a blank heading 
We also have a quadrilie page of the same 


This 
Commemorative stamps, starting with the first issue, the Columbians of 
1693 and running through the year 1949. There are 48 pages and a heavy 
title page im this Unit. Every stamp is illustrated so that even without 
a catalogue any collector can properly place every stamp in the album. 
The paper im this Unit is a heavy 


(Postage Extra, Mailing Weight 2 Tbs.) | 





LINN’S UNIT SYSTEM ALBUM PAGES are issued for ail United States Postage 
stamps, Air Mail stamps, Souvenir sheets, Coil stamps, Imperfs., also Special Delivery, 
Postage Due, Special Handling, Postal Savings and Registration stamps. 

Pages are all of the 8% x 11 inch size, punched with three holes to fit standard 
Paper used in 


these pages is a heavy paper @f 


We are now in the process of changing our entire series of these pages ove 
into lithographed pages with illustrations of all stamps. We have already produced 
our Unit No. 1 for all U. S. Commemorative stamps. 
below. Lithographed Units will be issued in the same manner for Souvenir Sheets, 
Air Malls, etc. as our present stocks of the old style Units is depleted. 


See description in the lts@ 


each year, supplemental pages for all stamps of the previous yeah 
thus making it possible for you to always keep your album up to date. 


these 


Unit t for single copies of ali U. 8. 


100 pound antique book paper of 
$2.00 


NOTE—The other Units offered below are all of the standard Urit which we have 
been selling since these pages were first introduced in 1935. 
keep them up to date are issued annually. The paper in these Units is a 38 
pound ledger paper of fine quality. 


New pages to 





UNIT Ne. 2—Commemorative Stamps—For blocks of four of all U.S. Commemoratives 
starting with the first issue of U.S. Columbians and running through the 

, year 1949. This Unit consists of 81 pages. Price................. $2.60 

(Postage extra, mailing weight 2 pounds.) 

UNIT Ne. 3—Souvenir Sheets. For all complete size souvenir sheets from the first 2¢ 

White Plains sheet, through the year (949, {5 pages_..........___.. _._80¢ 
(Postage extra, mailing weight {| pound.) 

UNIT Ne. 4—U.8. Aly Mail Stamps—For single copies of ail U.S. Air Mall stampe 
from the first issue, through the year 1949. This Unit consists ef 13 
RRs FOU ccitneceriesecntenttentcnitinninninnimimtnnan ann SO¢ 

(Postage extra, mailing weight | pound.) 

UNIT Ne. 5—U. S. Air Mail Stamps—For blocks ef four ef all U.S. Air Mail stamps 
from the first issue, running through the year 1949. This Unit consists 
of 17 pages. Price_...... otis _ —- | 

(Pestage extra, mailing weight | pound.) 

UNIT Ne. 6—For single copies ef all reguiar issues of United States Postage Stamps 
from 1847 to date. Every stamp illustrated. Arranged by issues with 
dates and idenitfying indicia over each issue and explanatory notes below. 
You can Identify each stamp without ea catalog. This Unit eonsists of 
Ge GRA. Pr esinntdencnbnnswadeuandnanuaediinntinnsnaninanniianl $2.00 

(Postage extra, mailing weight 2 pounds.) 
UNIT NO. 1950-S—Consists of twe pages for single commemoratives of 1950... 18¢@ 
(postage and Packaging for mailing, i0¢ extra.) 

UNIT BO. 1950-B—Consists ef = three pages ‘or Commemorative blocks of 

i A | sl Se ee a 


(postage and Packaging for mailing, i0¢ extra.) 





RING BINDERS FOR UNIT PAGES 


#354 Binder $ .75 (Post Extra, Mail Weight 2 Ibs.) 


#349 Binder $2.00 


(Post Extra, 


Mail Weight 2 Ibs.) 


#345 Binder $3.50 (Post Extra, Mail Weight 3 Ibs.) 
HZU4 $3.50 Zipper binder (Post Extra, Mail Weight 2 Ibe. ) 
#1415 Springback binder $3.50 (Post Extra, Mail Weight 8 Ibe.) 
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BOX 29, SIDNEY, OHIO 
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All classified advertising 
is set with first line in 
capitals, no other display. 

















ACCESSORIES 


FREE SAMPLES PROTECTIVE MOUNTS. 
Proctects stamps. oeautifies collections. 
Also free folder» beautifu) historical 
White Ace Album pages and oinders. 
A. & McClellan. 3659 Fairfield. Shreve- 
port, Louisiana. (81 

BIGGEST BARGAIN OF THE YEAR, 20 
Stampo album pages (formerly 12 for 
$1.00) looseleaf, 8'2x11, deluxe-plus $1.00 
catalogue good stamps all for $1.00, plus 
lic postage. Stampo, 2153 Farleigh 
Road. Columbus 12, Ohio. (tf* 

CLEAR ACETATE ALBUM INTERLEAV- 
ing for Scott Junior-3 ring binder—Scott 
Hinged Post Albums—100-$1.60. Glassine 
for same albums 100-65c, Acetate 9 inch 
long mounting tubes for blocks 24%, 2%, 
2%, 15-25c, Singles 1 1/16, 1 3/16, 1% 
20-25¢. Postage Extra. Carl Dinner- 
stein, 4226 Parkside, Philadelphia, Pa. (* 





AGENTS WANTED 


GUMMED STICKERS—500 50c. NAME, 
address, four lines printed; sizes 3 /4x2’’. 
Agents wanted. Van Dahl! Press, Albany, 

_ Oregon. (93 





AIRMAIL 
MINT AND USED AIRMAIL APPROVALS 
@ specia! feature. Martin Ehde. Amiret, 
Minnesota. ae oe (ti* 
USED AIRMAILS. DOM. REP C62/63-15¢ 
with approvals. Want Lists Filled. Also 
Mint Stamps. Glenridge Stamp Co. Box 


114, Brooklyn, (Ridgewood Sta.) N. ¥ 7 
(t 





APPROVALS 

STAMPS OF ONITED STATES AND BRIT- 
feh Colonies on approva) Mint or Used. 
Ernest Jennings. Westport, Conn. (tf 

iN THE FLESHI! BENSATIONAL APPROV- 
ail Auction, the only one like it im the 
country. Write now for details. Eisen- 
mac, 719a-lith Street. NW wanes 
1 C. 





iS YOUR STAMP BUDGET LIMITED TO 
61 or 62 monthly? [f so—this ts for 





you. Drop us a card for particulars. 
Kelien Stamp Co., L-112 Bailey are, 


__ Pittsburgh 11, 
‘GERMANY-COLONIES-OFFICES-STATES 
Affiliates. Singles, sets. in fine condition, 
mostly ‘%-1 /5 catalogue. Send today for 
superb approvals—free lists Myers, 

261-14 (L) Van Zandt Ave., Little Neck, 

N.Y. «tre 


“ENTERNATIONAL ALBUM COLLECTORS 
with either Part #1 or Part #2. My 
approvals are made to fit these albums. 
GBatisfaction guaranteed. Member SPA. 


Charles Bigler, 1833 W 72nd Ave.. —_ . 


delphia 26, Penna. 
$00 DiFFERENT INCLUDING LARGE PIC- 
toria) Commemoratives 10c, with dis- 
eount approvals. Premiums. Free Post- 
age. Gunning Stamp Service, 9124 86th 
Rd., Woodhaven, N. Y. ne (tf* 
30,000 VARIETIES ic, 2c, 3c, APPROVALS 
by countries. Leo Kusmierz. 6574 Willette. 
Detroit 10, Mich (tf 
BRITISH, FRENCH, PORTUGAL , COLONIES 
and Airmails. 6c and up. Leo. Kusmierz, 
@574 Willette, Detroit 10. Mich. (tr* 
PART I AP- 
included 


ENTERNATIONAL ALBUM 
provals by country. Nothing 
that does not fit album spaces. The 
sensible way to fill your album. Arthur 
King Clark, 335 Fifth Avenue, Pittsburgh 
22, Pa. (tf* 

WICARAGUA’S BASEBALL SET. 10 MINT 
beauties 10c with approvals. Sidney Port- 
moy, 137 N. Oxford, Ventnor, New Jer- 
sey (tt* 

ABSOLUTELY FREE ENTIRE GERMAN 
War Issues B200-91 to introduce ap- 
provals. Don Johnson, P. O. Box 1321, 
Joliet, Mlinois. (85 

PREE PRICE LISTS OF PENNY STAMPS 
sent with low priced approvals. We 
offer an inexpensive High-quality serv- 


ice. Write us today. MHerron-Hill, 632 
M&M Bldg., Memphis, Tennessee. (86 
A GIFT!! WITH FIRST APPROVAL SE- 
lection. Specify what you collect. Sham- 
rock Stamp Service. 99644 Link Avenue, 
Springfield, Ohto. te (86 
FOREIGN PENNY APPROVALS. UN- 
mounted. Scott, Box 292, Montclair, New 
Jersey. (tf* 


MEXICO C65-72 FOR 20c WITH APPROV- 


ais. Henry’s Stamps, Box 543, Goshen, 
New York. (tf* 
ERRESISTIBLE! SUCH LOW PRICES, 
too! You'll agree when you see my ap- 
provals. Send for selection today. Mor- 
ris Friedman, 1904 Loring Place, New 
York 53, N. Y. (89 


BARGAINS — Y%c-lc APPROVALS. A. 
Ruches, 941 Enfield, Thompsonville, Conn. 
(91 

97.50 for 35c! GERMANY PANE CATA- 
loging $7.50 for the amazing bargain 
Price of 25c! With Approvals. Stampex 
116 Nassau St., New York City. (e4* 
GAPAN-—100 DIFFERENT 5c WITH FOR- 
eign Approvals. “ GPO, Box 
T71B, New York a, (84 
FAKE TIME OUT ON VACATION TO 
relax with new and older issues on ap- 
provai. Many summer bargains. Taylor 
Gannett, 906 North Wayne, Arlington 1, 
Virginia. (84 
€ GORGEOUS COATS-OF-ARMS (JUGO- 
slavia 255/61) cataloguing $1.12 for only 
35c to new applicants for my personal- 
ized approvals. K. N. Frenkil, 4804 
46 Street, Woodside, M. Y. (83 
JUMBO FOREIGN PENNY APPROVALS. 
Economical-Large Selections, W. V. Pee- 
bles, 424 Church St., Athens, Penna. (85 


SEND 10c FOR SURPRISE BARGAIN 
package (approvals). J.D. Stamp Co., 
12961 Asbury Park, Detroit 27, Michigan. 

(85 

r) DIFFERENT DENMARK 10c APPROV- 
als. Robert Hovell, 208 Maple, Lans- 
downe, Penna. : (85 


*KING SIZE” STAMP OF JAPAN—BEAU- 
tiful Lady Looking Backwards. Free 
with approvals. Grey, 4@ Lent, Pough- 
keepsie, N. Y. (83 

WHICH SHALL WE SEND YOU.—AIR- 
mails, Argentine, Austria, British Colon- 
fais, Czechoslovakia, Denmark, Finland, 
Iceland, Jugosiavia, Norway, Roumania, 
Sweden, U. S., or Canada Precancels, or 
Canada Revenues. References, please. 
Ramsay, Brainard 7, N. Y. (* 

BGYPT—RARE 1 POUND STAMP #240 





AUCTIONS 


AUCTIONETTE! UNITED STATES, CANAL 


Zone, Danish West Indies, some plate proval. Good stamps with 

blocks. Postcard for bid sheet. Euclid perfections at greatly reduced prices. 
Stamps, P.O. Box 3082, Cleveland 17, Wantlists carefully filled. R. Herrnfeild, 
Ohio. ‘ Clintonhill Station, Newark 8, N. J. 





150 words $7.50 - 500 words $20. - 1000 words $35. 


To we ased as desired within six months time 
Bingle insertions 6c per word. 
i5e per word. 


FOR SALE U. S. 


OLD SCARCE U. 8. SECONDS ON AP- 
slight im- 





(tf* 








BRITISH EMPIRE 


BRITISH WEST INDIES 50 DIFFERENT 
for one dollar. Leon Minnassian, Box 
149, New York 33, N. ¥. (tf* 
NEW AND RARE BRITISH COLONIES AT 
half catalog. References. Robert Snow, 
1759 7th Avenue, Sacramento, Calif. (84 
HONG KONG PEACE ISSUE NO. 174-5 
Mint, a beautiful set only 40c Cat. 








400 COMMEMORATIVES—OVER 35 VAR- 
leties including Army. Navy set, 61.00; 
400 bigh value postage $1.00: 100 dif 
ferent fine airmails $1.00; 400 better 
foreign. $1.00 Satisfaction guaranteed 
Maple Stamp Co., P. O. Box 45, Irving- 
ton, New Jersey. (tf* 

FREE PRICE LIST—EBERLING, 244 FILL- 
more Street. Staten Island 1, New ba 


FREE PRICE LIST—FINE MINT COM- 














Stamp Co., 209 Williamsburg Dr.. Silver 
Spring, Md «re 
FOR COMPLETE INFORMATION’ RE- 
garding the United Nations issues, write 
to Fleetwood Cover Service, Pleasant- 
ville, N. (tf* 
HAWAIIAN CENTENNIAL OFFICIAL CA- 


chet covers. A Really interesting cover 
in true Hawaiian colors mailed unad- 
dressed. Only 3c each — 4 for $1.00. 
A Special Hand Cancellation. Supply 
limited. Send in your order today. Fleet- 
wood Cover Service, Pleasantville, New 
York (B85* 





______EXCHANGE _ 
SEND 500 to 1,000.000 UNITED STATES 
or Foreigns. Receive wetter grade for- 


eigns Pictorials, Commemoratives and 
precancels especially wanted. Grafe, 
4550 N. Kasson, Chicago 30. ( 


STAMP EXCHANGE SERVICE. CHAS. H. 
Sharp, APS. 10 Westdale Ave. Daly 
City 25. California (tf* 











Michigan 





Congratulations! * 


“1 wish to congratulate you on 
your paper. My first ad in it, 
which appears in your next issue 
for the third time, has already 
outdrawn similar classified ads of 
the same, or nearly the same ma- 
terial, appearing in other medi- 
ums at same time—including a 
daily newspaper with circulation 


well over a million! 


*(Original letter on file.) 





Minimum ef ten words im any advertisement. 
Minimum 10 words—60e. Three consecutive imsertions ef same eopy, 
Ten consecutive insertions same copy 40¢ per word. 


ALL CLASSIFIED ADVERTISING CASH WITH COPY FROM EVERYONE. 


ealer’s — — Collector’ s and Trader's Mari 








Monday, __ Monday, July 16, 198 








When sending 
copy be sure to state the head- 
ing under which you wish the 
advertisement to appear. 





In classified 

















MISCELLANEOUS 


DEALERS (ALSO PART TIME) SEND FOR 
Free samples, printed philatelic forms. 
Thiese, 9320 San Juap Ave., South Gate, 
Calif. (93 

AMERICAN PHILATELIC SOCIETY—THE 
largest, oldest hobby society im the worid 
Sixty-four years of service to stamp 
collectors. Over 11,500 members. Sales 
Department, Large. illustrated monthly 
journal free to members. ‘Sample copy 
35c)}. For information, write A. P es 
Central Office, Department 2, Box 800, 
State College. Penna. (ere 

COLLECT CARTOPHILIC CARDS. NEW 
facinating hobby—Interesting packet 
containing Birds—Butterflies—Aeroplanes 
-—Flowers—Trains—and other rare cards 

















_ PRECANCELS 


Precancel Town List (a list of 
All precancel-using towns) ,,, 
Catalog of Ohio Precancels ... 
Precancel Style Chart a 
1 os. Precancel Mixt. (650 stamps) ‘a 
We buy Precancels. Hoover Broinan 
Goshen 2, New York 
PRECANCELS, 400 mixed $1.00. F, a 
man, 5141 Hoopes Street, a 
39, Penna. 


PUBLICATIONS 


“LIONISM “TOLD WITH STAMPS.” WRiv. 
ten especially for Lion Club mem 
but contains essentials of Service Cig 

























$1.00. Charles Wells, 684 Park Ave. 8.E., memoratives—Sensible prices—No Ap- 
Atlanta, Ga Provals. Bobel, 612 - 39th S&t., Union —Plus big illustrated catalogue—All for Collecting of interest to others. Refey 
City, New Jersey (tf* 10c, International Cartophilic Co., De- to stamps of thirty-one Nations 
a a eee “aan TTT eee partment LW, 1150 Yonge St., Toronto. many topical fields. Over 60 Illustration, 
COMPLETE POSTAL NOTES (18) 46c. * 
COINS AND CURRENCY Complete used flags (13) 63c. » WW. as one S) Beane. Prine: ee Y. © ae 
Tisher. 430 Linden. Miamisburg, Ohio eR ee ee ee 

COIN COLLECTORS MAGAZINE 8/ SAMPLE 8. (te? Market Street, San Francisco, Calif, (4 
co 25c; $2.50 year CLargest ind een: sk 
cat cain magazine over 1000 pages a| DUCK STAMP APPROVALS. REFER- MIXTURES — SPECIAL OFFERS. 
year. Scrapbook 6450 Clark Chicago ences. Edwin Meyer, Parnell, lowa (85| 4 UO. 8 MIXTURE THAT WiLL MAKE 
“. @ ________(#f*| (OOKING FOR VERY FINE-SUPERB| 70U repeat your order Commemoratitcs.|WHEN YOU POSTCARD THE KENNEDY 

10 FOREIGN SILVER COINS, DIFFERENT UO. 8. We have an extensive stock — a 82 or te ibs. $4.35 Postage your name and address, you receive 
countries $1.00, nickel, 70c, bronze 40c. Twentieth Century. Try our want list- extra s. Ackenbrack ‘i 118 President exchange Russian Planes 992A-E 5) 
10 Indian Head Cents, different dates, Approval service. Satisfaction guaran- ave "Rutledge Delaware County, Penna. plus our philatelic “services” pros pecty 
also pricelist 50c. Schultz, 1053 Rich- teed. References. Richardson Co., 151 ‘i ‘ “ “tf* 42541. Fan oa ae me. ~Unsollete 
wood, Cincinnati, Ohio. (88 Tremont St., Hartford, Conn. CC .  ———— anue an ego alif (tt 
: an - ~ EMALA-HONDURAS FINEST COM- 

SCARCE LINCOLN PENNIES, 19138, 1914S, | {g5 DIFFERENT U. S. NICE SELECTION, "Sieaien inter $1.50; Best Panama| 100 SCANDINAVIAN STAMPS AND j 
1915S 1915D, 19218, 19238, 19248, 1926S no post cards or cut square envelopes, Mixture, $1.95. Remit in unused U. 8.| Covers and airletters including Swede 
1931D, 1932D, 1933D, 10c each, 11 for ‘ . i rug Military cover—all for $4.50. Docty 

‘ 60c. Payment accepted in mint U. 8. postage only. Biehl, Avenue Verac . 
$1.00. Reynolds Coins, Flint 13, Michigan.| postage stamps at face. C.L. Steger,| 12-7, Mexico City 7, DF. | ee, SD, aaa. ( 
_ (90) Steger, Ill. ; (tf* | -GNSORTED ONE POUND PAGKAGES | HOBBIEST-DEALERS—STORES: WORLD 

GOLD WANTED! $38.00 FOR $20. PROMPT | pk MINT 1950 COMMEMORATIVE | all include Pictorials! Postage Batra.| [ttle resister foe ou a mee. ae 
Remittance. Willard, 5719 Kenmore, take your choice between No’s. 987-997. | World, Unsorted, pictorials aplenty . .$2.50 ee eee eo en, pe cents. Rubia. 
Chicago 40. (91] Ross Stamp Co., 19710 So. Lakeshore, | Jugoslavia, postwar, $100 Cat. Val. .. 3.95| _Chick, 11 Pitts Street, New York City, 

NICKELS 1939-S lic; 1939-D 20c; 1947-S Euclid 19, Ohio. (65 | Bulgaria, huge var., $100 Cat. Val. .. 6.25 
1947-D, 1948-D Uncirculated, 10c each; 200 OLD U. 8S. BETWEEN 1861 AND 1935. Belgian Large Pictorials, Cat. $40.00 4.50 SEALS 
1949-S 15c. Whitman's Coin Folders 25c Excellent variety. $1.00 Roush Stamp | Japan, postwar Govt. mixture ‘2 lb. 2.25) Ar TypES OF SEALS CONSTANTLY 
each; 10 for $2.25. Scott, Box 348, Company, 51 Chestnut, Mansfield, Ohio,| South Africa with African Colonies 3.50 being added to stock-—Foreign, local, Req 

_Roanoke, Virginia. ee  . (92 | Belgium.... 1.45 Germany Hitler 1.95 Cross, Miscellaneous. Want lists solicite 

22 DIFFERENT DATE INDIAN HEADS | “KNOW YOUR COUNTRY’S STAMPs.” | Q)4 Brazil .. 155 Germany Postwar 2.50) Amy Ellen Davis, 6241 N. Bell, Chicag 
$1.25. 1937-D 3 legged Buffalo nickel canta’ i France ... 1.45 Neth, & Col. ... 1.29) 45 mi. , ttt 

The Bureau Issues Association is the | py, 7 2.45 Spat 2.45 
$1.65. 1923-$ 15c; 1931-S and 1939-D 30c| oniy national organization whose activi- | je"; iis i Sea a es ; . 
ea, Large Cents 35c ea. Koch, 3049 ties are devoted exclusively to the study > ee a. ee, Ee. oe WANTEO 
Daytona Ave., Cincinnati, Ohio. ("| and collecting of 20th Century United | 2000 U. S. MISSION MIXTURE. AIRS, oo saw 

BRILLIANT UNC. 1950-D NICKELS (40)| States stamps. Plate number check | Commemoratives, high values galore. | | >. “Tecan ine te 
$5.50 roll (5 rolls or more $5.00 roll.) | lists. Finely illustrated monthly maga-| $1.00. Monjar, 1750 Fairmount, Cincin: | pe in nil, and 15¢ SD. 8% imeneul 
Lester M. Cox, 359 Burgess, Indianapolis| zine free to members. Sample copy and nati 14, Ohio. (85 venittenes, atid Seekin 30 Serena ate 
19, Indiana. Ppropectus, 10c. Bureau Issues Associa- | ‘FINDINGS, KEEPINGS”’ IN GLOBAL. AC- New York 6, N. Y way, 

LINCOLN 1915-S, 1915-P, 1931-D, 1921-S tion, West Somerville, Massachusetts, cumulations. U. 8. $1., Worldwide $1. - (tf 
1922-D, 1913-S, 1915-D, 1933-D, 1914-S, Commemoratives galore. About 1,500 LARGE Fy Eg ONLE 
1910-8, 1932-D, 1923-S. 1913-D, 1924-s papered, unpapered. Large variety. Mis- 1% nominations 

. 7 ° . ’ , . a ’, 6c Airmails, 1Sc Specials also wanted, 

ISL, 1014-D: 1eit-s ren4-D aul VG-F,| FOR SALE FOREIGN —_| no" Contel, Reverend Maronall, Pater’) Broa Vremittines, eiate ‘Blocks i 

St. Louis 13, Mo. — (* DENMARK RAILROAD PARCEL STAMPS | DID YOU EVER HEAR OF A PICKED —— anne one 

10 different tare value. am) Foreign Mixture? My mixture is picked, - a 

COVERS Vitale, Alhambra, California. _—_—(tf* Why! Because I believe a collector “Ga ian, a” daa a 

__ ~~ __="*"____________ | POLAND AND RUSSIA FREE PRICE LIST.| would like to receive a mixture where} gingies Samson, 262 Harrison Street, 

ART CRAFT COVERS MAILED As IS- Want lists filled, new issue service. a & he = get a 2 b yy Magy his Paterson, N. tee 
7 4 ; e, money. Try a i ot and really enjoy - 

sued 15c each; next ten $1.30. Service| F. Stamp Service. Box #1, Grand kode: JY | WANTED — ANY FOREIGN TRIANGL 


going through a picked mixture that is 
picked for your enjoyment and profit. 
L. White, Box 88, Costa Mesa, Calif. (tf* 


EUROPEAN FINEST UNPICKED MISSION 


Price list free. 
Burvenichstreet, 
(91 


& Government Kilos. 
Widow Ernest Willems, 
246, Gentbrugge, Belgium. 


BR. COLONY MIXTURE ON AND OFF 


250 for $1.00, strong in Nigeria, 
Uganda, Ceylon etc. 1,000 
De Agostino, Box 349, Al- 

(84° 


paper. 
Gold Coast, 
for $3.50. 

toona, Pa. 


WE HAVE JUST RECEIVED A NUMBER 


of large burlap bags of Germany postal 
clippings. The latest clippings available. 
From this shipment, we have made up 
packages and offers at $1.90 per lb., or 
3 lbs. for $4.50, plus postage. A wide 
variety of stamps. We have noted many 


monetary overprints on the pictorial issue, 


Buildings from 2 pfg to 2 marks, Baden, 
Rheinland-Pfalg, and Wurttemberg, in- 
cluding the good second issues, and 
East Zone issues. Robert L. Lake, Co., 
Russell Place. Hackensack, New Jersey. (* 








CONSCIENTIOUS EXCHANGERS ENJOY 
this circuit. Stamp brings particulars. 
Tryon Stamp Exchange. Box 4 Jobns- 
town, New York (86 
EXCHANGE YOUR SURPLUS MINT JU. 8. 
postage for Razor Blades, Ronson Light- 
ers, Philatelic Accessories. Willig, 5316 
16 Ave., Brooklyn 4, N. ¥ (85 
SEND $1.00 MINT COMMEMORATIVES. 
receive registered 1,000 mixed Spain, 
Colonies, many pictoriais. Fernandez, 
Libertad 6. Madrid. Spain (90 
SEND YOUR LARGE US. COMMEMORA- 
tives. Receive same catalog Foreigns. 
Shonback P.O. Box 989, San Francisco 
1, California (85 
300 FOREIGN FOR 100 U. S. COMMEMS. 
Mendelsohn, 2123 Quentin Road, Brook- 


lyn 29, N. Y (85 
EXCHANGE STAMP UNIVERSE. PARTIC- 
ulars free. “Exchangers”, Bry 114 
(Seine), France. hd 





FIRST DAY COVERS 


FIRST DAY COVERS ON APPROVALS 
Liberty Stamp Shop. 30 Liberty &t., 
Poughkeepsie N. Y. ‘ere 
“CRYSTAL CLEAR” ENVELOPES FOR 
cover protection $1.85 per 100. Max- 
well L. Knapp, Rhinebeck, N. Y¥ (tf* 


TECHNICOLOR CACHETS. BEAUTY PER- 
sonified. Confederate, Colorade, Nevada, 





Chemist envelopes. 4-25c, 10-55c, 100- 
$3.65 postpaid. Fluegel, 1223 Waverly, 
Kansas City, KANSAS. (tfe 


ANY 10 UNITED STATES, LAST 3 YEARS 
$1.00. George Leighty, Jr., Mulberry 8t., 
Cocoa, Fla (88 
FIRST DAY TIPEX SET OF 4 50c. NEXT 
12 FD covers (3c) only $1.00. Frank 
Herget, 92 Arden, Buffalo, N. Y. (84° 

RARE AUSTRIA SHIP CANCELLATIONS, 
Austria used abroad, Hungarian occupa- 
tion covers. F.D. Covers of Persia, 
Jugosiavia, Czechoslovakia and many 
other countries sent om approval. Paul 

Kalnozols, Box 1541, San Diego 12, Cali- 
fornia. (84 

INDIA 2A ASIAN OLYMPIC—20c: GEO- 
logical Survey—-20c. Cacheted. Walter 
Brooke, Boyertown, Pa. (* 

NEXT TEN FDC’S FOR $1.00. ON FAR- 
nam's engraved envelopes. Homer 
Tamagni, P.O. Box 7, Milford, Mass. (86 

FRANCE TEXTILE FASHIONS 40c. IDUS 

Weilminster, 52 Seaton Place, Valley 

Stream, New York. (* 


FOR SALE U. 5. 

300 VARIETIES OU. 8 POSTAL isBUES 
tnoluding dollar vaiues, commems Fam- 
ous Americans. eresidents. sir epscia) 
delivery Galaiog for 63.00 @ 





NEW ISSUES ILLUSTRATED LIST. COM- 


FREE PRICE LISTS OF 


ECUADOR 125 DIFFERENT $1.00; 200 DIFF. 


SWITZERLAND, 


HANDSOME ZEPPELINS—ITALY C42-47, 


Other Italian Sets on approval to 
brighten your album. Gerner, 104 Man- 
cil Road, Media, Penna. (* 
SELLING OUT 100 China; 100 FRENCH 
Colony; 100 Denmark; 100 Greece; 100 
Netherlands; 100 Spain; 25c each or 5 
for $1.00. G. Wortmann, 1142 Morrell, 


ENJOY PHILATELY! 


AT A FRACTION OF CATALOG: DAN- 


Durlam. 500 W. 167, New 
(tf 


ONE AND TWO 
Send for them 


peting prices. 
York 32, N. 


penny Forcign stamps. 


NEW ISSUES 


THE WORLD OF STAMPS IN REVIEW. 


All issues. Old stamps also. Free lists 
Approvals if desired. Martin Ehde. Ami- 
Minnesota (tf? 





old and new singles to collectors and 
clubs; freelist on request. Bruno Hilt- 
mann, Berlin-Siemensstadt, Mackeritszstr. 
10 (Germany). (84 


$5.00; 300 Mixture $1.00. Thousand $3.00 
post free. Filatelia Manabita, Box 709, 
Jipijapa, Ecuador. (90 
150 DIFFERENT FINE 
many pictorials plus postpaid 
cover with colorful Federal Festival set, 
$2.00 bills. Ernest Giannini, 7 Flora- 


used, 





today. John Hill, 5632 M&M _ Bidg., oe ret 
Memphis, Tennessee (86 ~ 
GERMANY: 500 DIFF. ONLY $1.00; 1000 PACKETS 
diff. only $3.25; 1500 diff. only $5.50; WORLDWIDE: D nn Bec nT 1000-806; 
0 diff. Onl 11.00. Approvais in IFFER 
ie = “ 2000-$1.95; 3000-$3.95; 5000-$9.25; 10,000. 


$32.00. O. W Tisher 430 Linden. Miamis- 
burg. Ohio. (ere 


PACKETS. CHEAPEST WAY TO BUILD 


Collections 
large list. 
168. Riverside. Calif 


25 Hungary sent free with 
Write Economical Packets, Box 
(tf* 


BETTER QUALITY PACKETS WORLD 


all different. 100-10c, 500-50c, 1000-$1.00, 
2000-$2.25, 3000-$5.00 5000-$14.00, Mount- 
ed. Russell, 3922 Kennerly Ave., 8t. 
Louis 13, Mo. (* 





strasse, Zurich, Switzerland. (88 


beautiful bi-colored Zeppelin airmails— 
a valuable mint set, our price only $1.00. 


Detroit 9, Mich. 

CONTACT OVER- 
accumulators desiring 
exchange-correspondence. Amazing plan 
tells how. Also 108 active names (43 
countries including Cyprus, Zanzibar, 
Fiji.) All just $1.00. Write: Weldy 
Sales, B-101, Wakarusa 22, Indiana. (86 


seas collectors, 


zig, Germany, Netherlands, Russia, Saar. 


BEAT THIS! ¥ 


PLATE ¢LOCKS 


CRANE LIST WITH EXCHANGE PLAN. 


Recognized by thousands since 1946 as 
standard, mint plate block valuations. 
Its accuracy defies imitation. Price next 
eight issues $2.00. Buying prices free 
upon request with your subscription. 
A. B. Crane, Box 351, Altoona, Pa. (tf* 


PLATE NUMBER SINGLES: COST LESS 


than blox. make neater displays tp your 
album Want lists solicited {rwip 
Stampco. Box 11. Brooklyn 30 New York. 

«tr? 


YOUR CHOICE NUMBER 
or position from Minnesota to date (3¢ 
Commemoratives) @ 20c per plate block 
Very fine or better Price list for earlier 
issues sent upon request. 4. R. Wilk. 
3928A Weymouth St. Phila. 24 Pa ‘tf* 


50 FACE DIFFERENT PLATE BLOCKS 








YOULL ALWAYS GET MORE THAN YOU 


" H ; $9.25 over 30% are 1948 issues. De 

oe hover Slee Waelners ~ Agostino, Box 349, Altoona, Pa. (84* 
wee n POSTMARKS, METERS. 

POSTMARKS: 400 DIFF. $1.00; 500 AR- 


LOTS 


expected im our Hi-value parcels con- 
taining all different stamps and covers 


kansas Unsorted $1.00; Arkansas all diff. 
300-$1.00; 400 $1.50. 500-$2.50. Meters: 
400 faces, unpicked, $1.00. Mr. Postmark, 
4405 West 8th, Little Rock, Ark. (85 





from Korea, Borneo, Nepal, Liberia, etc., 
@ $5.50. Special lots containing only your 
favorite countries, Topicals or categories 
@ $2.00. New Scott Simplified Catalog 
$3.00. Mint postage always accepted if 











only 25c to approval applicants, Reyal 
@amp Co. Tamaqua 5, Penna, 


Wright, RD #1, Buszard’s Bay, —_, 
¢ 


Ferguson, 3031 
&. Gizth Ave., Tucson, Arizona, 


_ 


PRECANCELS 


COMPLETE BUREAU PRECANCEL ALBUM 


up to Presidentials $5; Guide to Precan- 
Bureau 


you're short of cash. UPU. Packet. cel collecting & Pricelist $1.; 
Roosevelt and U. 8. lists available. Pine| Mixture 1000-85.; All 3 as lot $7.50 plus 
Stamp Co., Bend, Oregon (where cus- 25c postage. Gunesch Precance] House, 
tomer satisfaction is more important than! 30 W. Washington. Chicago (tf* 
the almighty dollar.) (tf* | WHILE THEY LAST—1000 DIFFERENT 
UNSURPASSED LOTS, NEAR WHOLE- Buroprints $5.00. Gottschall’s, 33 South 
sale, diff, Foreign, American, many| @uentin, Dayton 3, Ohto. 

valuable stamps; $2.-$5 PRECANCELS ON APPROVAL ic EACH, 


Maxwell I, Knapp, Rhinebeck, MW, ¥. (t* 















































stamps on genuine covers Geo W Lina 
Sidney. Ohio wr 
U. 3. COMMEMORATIVES ON PAPER 
Large quantities. Send with price. Scot, 
Box 292, Montclair, New Jersey. (we 
UNUSED POSTAGE TO THREE CENTS, 
4% discount. Higher denominations 8%, 
Prompt payments. Kaminsky, 563 Lenor 
Road, Brooklyn 3, N. Y (tf* 
SINCE 1939—PAYING TOP PRICES FOR 
U. S. and Foreign collections, accumy 
lations (mint or used). Send with you 
bottom price, or for appraisal. Immedi- 
ate cash by airmail! Larsen, M4 
Cleveland Avenue, Racine, Wisconsin. (t 
PALESTINE AND ISRAEL STAMPS; POST 
Office Opening, Provisional, and Special 
Events Covers; etc. Wanted by accumu 
later who will pay fancy prices. Mint 
Sheet Co., 276 West 43rd St., NYC. (tf 
TOP PRICES PAID FOR JU. S. COLLEC 
tions, accumulations, dealers’ stocks ete, 
Send stamps with your price or for ap 





praisal. Prompt Airmail reply. Bank 
references on request. Philip Gagne, 
APS., 195 Park, Lewiston, Maine. (tf* 
WANTED-ANY AMOUNT 3c POSTAGE; 
full sheets 3%% discount, sheets lew 
plate block 4% discount, loose 5% dis 
count, 6c to $2.-7%. Airs, any denom- 
“ination, 10% discount. Instant Pays 
ment. Louis Rosenthal, Box 172, Levit- 
town, New York. (we 


CIGARETTE, TOBACCO CARDS. WRITS 
to: Charles Bray, East Bangor, Penna. 
(te 


CASH FOR UNUSED U. 58. POSTAGE 
stamps. ‘ec to 4%c 4% discount, 5c ¥ 
and including $1.00 7% discount, 6c Aif- 


mail and 15c Special Delivery 8% Dis- 
count. Other stamp discounts quoted oa 
request. Prompt Remittance. Edward 


A. Livingstone, 690 River Road, Beaver, 

Pennsylvania. (Pv 
SELL THESE AIRMAIL PLATES NOW: 
Lindbergh $2.00; Beacon $1.25; 5c Viole 
(Flat) $1.75; Zeppelin Set $425.00. In- 
elude other Mint & Used singles, blocks, 
plate, accumulations for our offer. Mist 
Sheet Co., 276 West 43rd St., NYC. ( 








WHOLESALE 


OUR WHOLESALE PRICELISTS 
Universal) Stampco, Inc., 110 Bast 23rd 
New York 10 q 

MAKE MORE MONEY! READ “STAMP 
Wholesaler” —World’s Largest Magazine 
for the Stamp Dealer! Seven trial issues 
just $1.00 to stamp dealers only. Stam? 
Wholesaler. Box 284 Burlington 6 ¥&- 
mont * 

DEALERS-REQUEST 
lists. Pearl Brothers, 
Brooklyn 31, N. Y¥. 

USED BRITISH COLONIALS PER 100, 100, 
10,000. List free. Use letterhead. Smith 
Company, Halfwaytree-LW1i, Jamaica, 
B.W.I. (4 





OUR WHOLESAIS 
476 Smith ores, 


TWO EACH OF 100 DIFFERENT COM- 
mems $1.00. Satisfaction Always. o* 
Hughes, San Miguel, California. 

INDIES 7325-330 COMPLETE 





DUTCH 
used. Each $3.25; 3 for $7.50; 100 f " 
$19.50. 132-B West 63rd, ™ 


Halay, 
York 23, N. Y¥. 


CORRECTION NOTICE 


In the advertising of House of 
Philately, P.O. Box 133, —- 
York 24, N.Y., under July 


date, the last ‘line of items w% 
incorrectly shown. The line shou 
have read “Palestine block 5! ow: 
ing error ‘PLAESTINE’ 1,” 
stamp $18.50". The error in 
ing occurred in the spelling 
the word of Palestine. 
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Robert Knobel of the National 
Stamp News were also presented 
honorary memberships. 

Oren E. Long, Governor of Ha- 
wail, opened the Centennial Ex- 
hibition at a first-morning cere- 
mony broadcast over- Hawaii’s 
Mutual Network station, KPOA. 
Lorrin P. Thurston, chairman of 
the Hawaii Visitor’s Bureau, and 
Albert P. Lino, Honolulu postmas- 
ter, also participated in the cere- 


LEE AND DEVOSS 
(Continued from page 1) 


psection B-—British America 
oe william O. Lea, Seattie, Washing- 





ton 
Subsection C—British Asia 
1—Admiral George C. Dyer, 
Chase, Md. 
g—Fred Bauer, New York, N. Y. 
3—D. C. D. Castle, Natal, South Africa 
Subsection D-—British Africa 
i—Henry Whittaker, Victoria, Canada 
Subsection E-——General and other collec- 


Chevy 


suzanne @. Fiske, Honelulu, | mony, 

cme . sh be 

he = Binen, Wichita, Sanses A pre-exhibition reception for 
section IV—East Asia the mainland guests; a tea for 
Subsection A—China and related coun-/ the Jadies at Clent Heath, one of 
tries the most beautiful private es- 


1—E. D. Finney, Baltimore, Md. 
g—Dr. F. O. Brasch, Norwalk, Calif. 
3—Charles W. Dougan, Glendale, Calif. 
Subsection K—Japan, Manchukuo, Korea, 
Siam and Philippines 
i—Joseph M. Clary, 


tates in Honolulu; a tour of the 
Oahu Sugar Mill at Waipahu; a 
boat tour of Pearl Harbor; and 
San Francisco,|a luncheon and Hawaii Calls 
Mutual Network broadcast from 
the Banyan Court of Waikiki 
Beach were but a few of the oth- 
er events arranged for the pleas- 
ure of the many visitors. 


Kogan Yoshizumi, Aiea, 
ction V—Rest of the World 
Subsection A—European Countries and 


their Colonies 


ki, Honolulu, 
aaa one | Both the SPA and the APS held 
2-Dr. H. M. Barnhart, San Marino, | regional convention meetings dur- 


ing the three day celebration. Jo- 
seph A. Clary, SPA secretary, 
took charge of that society’s meet- 


3--Svend Yort, Washington, D. C. 
Subsection B—All other Foreign Coun- 


tries 


1—Jack R. Hughes, Oakland, Calif. ing 
n Sz Fr isco, oa 
— Dr. Robert C. H. Lee conducted 


the APS meeting pinch-hitting 


fection VI—Topical and other Collections \ ! 
for Wilbur F. Cannon, APS presi- 


Subsection A—Topical 


+ Call. ee eee dent, who was unable to make the 
g—Bertha Jochimsen, Los Angeles, trip because of the airlines strike. 


Collectors, who were unable to 
attend Hawaii’s Centennial Exhi- 
bition and others who would like 
to receive a copy of the colorful 
60-page HAPEX official program, 
may receive this souvenir publi- 
cation by sending 25 cents in coin 
to HAPEX, Box 2211, Honolulu 4, 
| Hawaii, to cover the cost of hand- 
ling and mailing. 


U. S. NOTES 
(Continued from page 5) 


Calif. 
g—Dr. <Jliis Haworth, Washington, D. 
c 


Subsection B—Airmails 
1—Lawrence Van Gorder, 
Calif. ; 
9—Fred Husing, Oakland, Calif. 
3—S. B. Hashimoto, Hawi, Hawaii 
Bubsection C—Miscellaneous 
1—Lee H. Cornell, Wichita, Kansas 
9—H. G. Gisburn, Devon, England 
3—Frederick L. Baldwin, Rutland, Ver- 
mont 
fection VII—Junio: Division 
Subsection A—United States 
Steinberg, New York, 


Oakland, 





1—Richard A. 
WF. 





, Robert T. Guard, Honolulu, Hawaii 


Muriel O'Sullivan, = Honolults | Washington bi-centennials were 
Subsection B—Foreign counted as one event each. 
1—Marjorie Ann Wetrel, Alameda, However, the number of stamps 
2 oo Saseet Phillips, Jr., San Francis- | WE SO issued (better hang on to 
co, Calif. your boots and saddles or your 
3—Walter Sakai, Honolulu, Hawali hats- or something) reaches the 


the fabulous, almost unbelievable 
figure of OVER THIRTY BIL- 
LION—to be exact, 30,165,340,305 
stamps. Believe-it-or-not, 


Other highlights of Hawaii’s 
first major stamp exhibition: 

Nearly 12,000 people viewed the 
several hundred frames of stamps 
during the three days that the 
show was open to the public. 
The non-collector interest and 
attendance was tremendous, The 

ublic support of the Centennial 

ibition far exceeded the HA- 
PEX committee’s expectation. 

In spite of the shipping strikes, 
delayed sailing of the luxury 
liner, the Lurline, and_ the 
grounded planes of the United 
Airlines, over 75 mainland guests 
registered at the exhibition. 

22,000 colorful cachets were 
sold before the curtain dropped, 
with the supply completely ex- 
hausted before noon of the last 
day. 119,880 seals were sold— 
probably a record high for such 
an event. 

Avon Stamp Auctions of San 
Francisco, which sold 761 lots at 
the HAPEX auction, reported 
that the results of the sale far 
exceeded their expectations, with 
a large per cent of the lots go- 
ing to some 50 different floor 
bidders. 

Bourse booth holders all re- 
ported satisfaction with the hea- 
vy counter sales and several re- 
quested reservations for any fu- 
ture exhibition to be held in Ha- 
waii. 

The controversial “Grinnell” 
Missionaries were on display in 


Carl has often bemoaned, in 
this column and elsewhere, the 
sad fact that our post office of- 
ficials always order so many of 
each issue of commemorative 
stamps that they become a drug 
on the market, and that it now 
takes years to use and absorb 
them, until several generations 
must pass before a true phila- 
telic value can be established on 
these monster emissions. 

So let’s break down a few of 
the facts and see what we find. 
fIn the 1920’s and early 1930's, 
most of our commemorative 
stamps were of the 2c variety and 
in the standard size of the ordin- 
ary postage stamp. They were 
distributed regularly and gener- 
ously to all U.S. post offices and 
sold over the counter not only 
to collectors, but to anyone asking 
for a stamp to mail a letter—few 
people then knew the difference 
except the collector. Hence, stocks 
on hand dwindled, and _ these 
small 2c and 3c stamps are now 
getting up in the money. 





Then, in 1933, came the era of 
“big things, done on a big scale.” 
It brought us F, D. R., Jim Farley 
as Postmaster General, plus var- 
ious Congresses, all of whom and 


a bourse booth occupied by Her-| Which soon collaborated on the 
bert D. Sterling of Los Angeles,|idea that henceforth, forever- 
more, we, the United States of 


Many people stopped to inspect 
the stamps which were declared 
“not genuine” by a California 
court decision 30 years ago, how- 
ever, few observers were willing 
to take a stand in the issue. 

A number of collectors, who 
compared them with the genuine 
copies in the Frank C. Atherton 
Memorial Court of Honor, com- 
mented upon differences which 
could be easily seen even though 
they had no opportunity to make 
a detailed and exhaustive exam- 
mation. 

Special Aloha shirts, whose de- 
sign featured 10 famous stamps 
of the world, were available to 
collectors attending HAPEX. 

inted in Hawaii in three differ- 
ent background colors the shirts 
added considerable color to the 


America, must never be outdone 
again by foreign countries in this 
matter of postage stamps. Re- 
solved, that we must issue the 
biggest and bestest and mostest 
commemorative stamps of them 
all!. 

We started the “oversize” 
stamp-shooting -craze with the 
Mother’s Day stamp, honoring a 
foreign painter, and printed 211 
million—soon after came the Na- 
tional Parks set, 420 million— 
Susan B. Anthony, suffragette, 
269 million—Army and Navy, 720 
million—New York and Golden 
Gate Fairs, 215 million—Famous 
Americans, 1,367 million—Roose- 
velt memorial stamps, 440 mil- 
lion—Armed Forces, 595 million, 
Alfred E, Smith, 300 million— 





ala occasion. Discharge Button, 250 million— 
10onorary memberships in Ha-| etc. etc. etc....... 

Wall's Stamp Federation, Hui 

Pooleka O, Hawaii, were present-| _Where can anyone win finan- 


cially with these, except for the 
higher values of the few Famous 
Americans? Of course, as true 
collectors and philatelists, we are 
not supposed to consider any fu- 
ture price of our collection—but 
gosh, one does appreciate a little 
upswing in the value of the pret- 
ty things in one’s albums, occa- 
sionally—does one not? 

On the other side of the pic- 
ture, we printed a modest 46 mil- 
lion of Pony Express, 47 million 
of Pan American Union, 44 mil- 
lion of Thirteenth Amendment, 
and 21 ‘million of the China com- 


ed at the HAPEX Luau to the 
editots of seven different stamp 
Publications in recognition of the 
splendid support and contribution 
ey a. ." - a success of 
EX, » ie indquist of 
Stamps and George W. Linn of 
inn’s Weekly Stamp News were 
Present to receive their honors 
sa apes 
m. W. Wylie of Wester 
Stamp Collector, Warren J. sere 
m Mekeel’s Weekly Stamp News, 
e Gh, Weiss of Weekly Philatel- 
ossip, Theodore Chambers of 
3 Stamp Jotrnal, and 
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memorative—and one glance at 
your dealer’s pricelist will tell 
you where these choice items 
stand today. 


Way back at the beginning, we 


printed an enormous lot o 
stamps too, for those world’s 
fairs; but judging by today’s 


prices, you might almost disbe- 
lieve the following official fig- 
ures: Columbian World’s Fair 
OVER 2 BILLION STAMPS (ex- 
actly, 2,014,256,300)—Trans-M i s- 
sissippi, 251 million—Pan-Ameri- 
can, 324 million—Louisiana Pur- 
chase, 287 million—Jamestown, 
235 million—Alaska—Yukon, 153 
million. 

All of which random observa- 
tions would seem to bear out 
Carl’s contention—by and large— 
that any stamps issued in super 
quantities—whether in the 19th 
or the 20th century—will take 
most of three generations to ripen 
and mature and age, before they 
can be affixed with a reasonable 
basic market value in the phila- 
telic world both here and abroad. 

PANAMA CANAL STAMP 

Take a quick look at the pic- 
tures on this stamp and then tell 
yourself, or your children, who 
and what is pictured thereon—al- 
so why. And if you are like nine 
out of ten other folks, you will 
say, “Why sure, that’s Colonel 
Goethals, the man who built the 
Panama Canal, and Teddy Roose- 
velt, during whose administration 
the canal was built, and the cen- 
tral picture shows a ship passing 
through one of the locks. That’s 
easy.” But you would be wrong 
on all three counts. 

The Panama Canal was built 
by the U.S. Army Engineers, with 
Colonel (later General) George 
Washington Goethals appointed 


staff for the project. But before 
actual work could begin, a huge 
sanitation project had to be un- 
dertaken to clear the entire isth- 
mus of the yellow fever plague, 
which was causing thousands of 
deaths every year. 

Colonel Goethals tackled this 
problem with typical Army tena- 
city of purpose, and eventually, 
in co-operation with General Wil- 
liam Crawford Gorgas, a trained 
sanitations expert, he succeeded 
in forever ridding Panama of its 
dreade scourge. 

To accomplish this purpose, he 
not only effected complete change 
of administrative forces, but had 
himself appointed Governor of 
the Canal Zone (1914-15) to main- 
tain his health regulations under 
tight control. 

For all of this, his picture was 
placed on the stamp, rather than 
because he was the man who 
“built the Panama Canal.” 

The canal was NOT built dur- 
ing President Theodore Roose- 
velt’s term of office. But it was 
he who arranged final negotia- 
tions which made the undertak- 
ing feasable. Panama had just 
broken away from Colombia and 
set itself up as an independent re- 
public. Under a 1903 treaty with 
this new nation and cash pay- 
ment of $10 million plus an an- 
nual rental-payment of $250,000, 
we obtained absolute jurisdiction 
over our so-called Canal Zone, 10 
miles wide and extending the en- 
tire length of the canal on either 
side, 





And you are wrong on the cen- 
tral design too. It does not de- 
pict a ship passing through the 
Gatun or any one of the other 
locks down there; it represents a 
ship steaming through Gaillard 
Cut, which is not a lock but nev- 


Panama Canal. 


Though the first ocean steamer 
passed through the canal in Au- 
gust 1914, the Panama Canal was 
not officially opened until June 
1920. 

It is .50.70 statute miles long, 
with the Atlantic entrance some 
30 miles WEST of the Pacific 
terminal. A railway runs parallel 
to the canal, and numerous vil- 
lages and towns have been built 
and are flourishing in the Canal 
Zone, largest of which are Colon, 


Panama, Balboa, Cristobal and 
Darien. 
Wonder if Carl’s column is 


filled now? Guess I'll take that 
chance and sign off here, Good- 
night. 





COLOR 
(Continued from page 1) 





add that the proportions of the 
different colors used may vary 
from a 50-50 combination to a 1 
in 40. / 

If any commercial printer can 
reproduce the exact shades of 
stamps under these conditions I 
have not yet heard of him. 





But that is not all. Inks are 
obtained from three different 
sources, namely, earths,” vege- 


f| colors mentioned earlier and mul- 


tables and coal tar by-products. 
For instance a green can be ob- 
tained from all three sources giv- 
ing three different shades of the 
color. 

So if you take the 21 different 


tiply them by three, there is a 
combination of 63 which, of 
course, just adds chaos to confu- 
sion. 

Assuming at this stage there 
are still some die-hards who 
won’t be convinced, I might add 
that as a general rule, printing 
machines are built to run at one 
of three speed groups. They may 
be slow, medium or fast machines. 

Now each of these machines re- 
quires a different kind of ink 
for printing. A slow machine has 
a slow drying ink, while a fast 
machine has a quick drying ink. 

A quick drying ink is made by 
adding driers, and driers affect 
the color. 

Then finally there are the three 
main classes of printing, letter 
press, lithographic and intaglio. 
These three processes give three 
different results and require three 
diffrent kinds of ink. 

If you add off-set printing to 
the last named two, you require 
five different grades of ink. 

As a parting shot, I may men- 
tion that the average thickness 
of a fibre of ink to two microns. 
A micron equals one-thousandth 
part of a millimeter. That means 
that the ink is transparent. That 
is why it changes color at dif- 
ferent times of the day, and why 
it changes color with age. 

Likewise, the chemicals used in 
the paper and the gum affect it. 

Printing is a pressure process. 
Therefore, any color can be made 
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ing a heavy. ' 

And with these kind thoughts 
I leave the color specialists te 
figure things out for themselves, 


DISPLAY 


ADVERTISING RATES 


LINN'S WEEKLY STAMP NEWS 
P. O. Box 29, ‘Sidney, Ohio 





Transient Weeks Weeks Weeke 
1 inch aeoses 4.80 4.50 4.20 3.60 
Zinch .ecooe 7.80 1.20 6.60 6.00 
3 inch ee-e 10.20 9.60 9.00 8.40 
4 inch seeoves 12.00 11.40 1080 10> 
S inch ......- 13.50 12.90 12.30 11.60 

Per inch on the following sizes. 

6-15 inches 2.50 2.40 2.30 2.16 
16-31 inches 2.40 2.30 2.15 2.00 
32-47 inches 2.30 2.20 2.00 1.86 
48-63 inches 2.15 2.05 1.90 1.7% 
64-79 inches 2.00 1.99 1.80 1@ 


Various large sizes figured for you 
Y% page (20 Inches) 


48.00 46 00 42.00 40 00 
% page (40 inches) 

92.00 86.00 80.00 74.08 
Pull page (80 inches) , 

150.00 138.00 133.00 25 08 
Centerspread (2 full pages) 

275.00 260.00 250.00 24068 
Contract advertising billed monthly. Tran- 


sient advertising payable cash in advance 


with copy. 

Minimum requirements for contract advefe 
tising is one inch to maintain schedule 
to gain savings. 

Front page is at 50% premium limited te 
four inches per ad per issue. Forms close 
Wednesday noon for publication Second 
Monday following. Write for complcte 
rate card. 

Classified rates: Single insertion 6¢ per 
word, 3 times same copy: 15¢ per word. 


10 times same copy: 40¢ per word 
Line for line copy accepted on basic charge 
of 6 words per line 

150 words $7.50; 500 words $20. 
1000 words $35.00 

‘May be used as and when wanted within 

Word- 


Bulk Rate: 


six months period after purchase 
age cancelled if not used at end of that 
time) 


(All Classified payable in advance) 
‘All rates efective March 1, 1951) 
References necessary on all new advertisers, 





to vary by giving the one proof 





in 1907 to head the engineering} 





ertheless, a necessary part of the | 


a light impression and the follow- 


We reserve the right te hold op any ad, 
if necessary, for questioning. 
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Stop in and see 
Tf they are temporarily out of stock on 
direct from us for 


They 





6117 CATHERINE AVE., 
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LINN PHILATELIC PRODUCTS 


May be obtained in New York City at: 
AMERICAN BEROLINA CO., 505 Fifth Ave., New York 17. N. Y. 
I. L. HOLLANDER, INC. 1227 Ave. of the Americas, New York 19, 


UNIT #1 and UNIT # 6 AVAILABLE 


Place your orders with them for completion and 
solicit your attention to this line of material now on hand 
IN PHILADELPHIA IT1S: 

EVERETT CRANDALL 
— IN CHICAGO — 
CARSON PIRIE SCOTT 1 8S. STATE ST. 


i — IN NEW ROCHELLE, N. Y. — 
is WESTCHESTER STAMP CO., 47 LAWTON ST, 


— IN CALIFORNIA — 
GLOBE STAMP STORE, 2125 CENTER ST. BERKLEY, CALIF. 





-_ —_———— — 


the items on display 

any item that you wish, they can orca 
immediate shipment 

satisfaction 


PHILADELPHIA 43, PA, 








USE THIS CLASSI 
FOR GREATER MA 


FIED ORDER FORM 
IL-ORDER PROFITS 





GENTLEMEN: 


News. Remittance of $ 


Here's our copy for the Classified Section of Linne Weekly Stamp 


sweeseccucesencocnanecceccencss- (8 Enclosed tO 





















































CASH WITH 
ORDER 


SOVEP WHETTIGACE) TH END ccccctnconncccsncecscnmmsamcnssancntuUele 
Please piace thie ad under the heading!...-ce-cccccceccoceccunneucce - 
| a a 
1 8 
aT Sa = 7. “ 
~~ g © ® — 
10 n 
is 4 ecnenead 
rv "7 is ~ 
z=) “ u00U0U™tC~” 
> ae a u as 
ae oe bo] 
a 7 ny a 


WORD COUNT: Zone sumber free. Mgure ome (1) word for same of state 
(New Jersey); oame of city (New York); sets of characters as in wey (18-L)) 
abbreviation ef Northwest (NW); each separate ipitial (N.) (W. 


6° 
A WORD 


Wer Balk Hate See Top Of Classified Page.) 


MINIMUM AD 
10 WORDS | 
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Please send both old and new ~ 
$1.00 50 Different ot Let ~ md GP address. When requesting a change | 
ummer eetings 
DOMINICAN REPUBLIC . Me mere, SngweMo more mein wg: ff UP 


As has been the practice for | album with glass-clear windews built right 
the past 32 years, the Garfield- rialnedicaga 
Perry Stamp Club of Cleveland, Se! Alb r 
Ohio will continue to hold week- we in Foreign.  &. ie _ 
ly meetings throughout the sum- WUE lM Blocks and Plate Blocks, ary 
mer on Friday evenings at 8 p. Free prospectus, ‘VOL 
m. at the Allerton Hotel. Stamp! Wyauh Dealers supplied, 


collectors spending their vaca- " : 
Lindner Display Album (o, 


Commemoratives and airs. 
(Watch each week for my Latia 
America Dollar Specials.) 


P. B. Wright “ee 


CANADIAN 
SUMMER SPECIALS 


#217-227 Geo. V and Pictorials, 

most obs. (11) ........ oo -8 3.46 
2231-236 Geo. VI obsoletes (6) .... 35 
4°241-245 Pictorials 1938 (Including 






Amazingly beautiful ang 








tions in Cleveland will find a 
welcome at Garfield-Perry. 211 E. Clinton, Bergenfield, N, J, 


Just Off The Press | 








































































































































































































SS Pry es 2.30 
#£249-262 Geo, VI and Pictorials (4) 3.00 R f 
3268-273 Peace Issue (6) ....... ° 2.25 i 
Oll Oil Resources ovpts. ‘“‘O.H.M. s” -70 ’ Supp ements and evita izes 
O12-O15 3284-287 ovpts “O.H.M.S.” 13 ' —— 
O16-023 Current. Yssue ovpis. “G" 2.45 SANABRIA’S SANABRIA’S AIR POST CATALOG 
027 Fish Resources ovpt. “G" .... 1.18 AIR making it the most complete and newest ar 
KENNETH W. McKAY handbook of Aerophilately 
May 1951 issues $0.50 — 
eeren, Sane — POST Years’ Subscription $1.00, Dr. 
Up-to-date Catalog including supplement, 
STAMP LOANS NEWS S18 pontree x 
' NICOLAS SANABRIA CO. INC, nth 
IN ANY AMOUNT UP TO 521 FIFTH AVE. N. Y¥. 13 te ‘ 
eae eee a sibs 2A Sh SE ese S 
$10,000.00 _ 
Oe * Serr neers BARGAIN LOTS OF FOREIGN 
MONARK LOAN These are from the life-time accumulation of Charles A. Townsend of Akron, who 
has been in the stamp business since 1879 (His price-list for that year quotes 
& FINANCE co. Canada No. 1 at 5c each.) As he is now 90 years old and unable to carry on his 
business, I am liquidating his stock of several million stamps These lots will 
906 No. 7th St. Kansas City. Kansas appeal to hundreds of collectors who are looking for shades, perf. varieties, can. 
cellations, etc. A large number are the older issues not usually found in packets 
a ee 3 teday. Thousands of stamps of each country have gone into these so there fg g 
) NEW TOP PRICES : good variety, both mint and used. 
For a better price for your stamps ENJOYING THEIR VACATION. Now on their way back from BC-1, 400 GREAT BRITAIN & COLONIES ........cccccccccceccccce ..$ 3.00 
see “Hobbs.” We will buy any quan- Hawaii are Mr. and Mrs. George W. Linn where they attended the FC-1, 400 FRANCE & COLONIES ........ See bused asdboccshstesecenecen <a 
wy of cae ¥. 6. Stamps im collections Hawaiian Centennial Philatelic Exhibition and spent some time i pd pont n§ ae se teeeeees Pye 
or accumulations. ; ‘ : hoa . . gee -1, i cf rey 2. 
We are now paying for Trans Missis- sightseeing throughout the islands. Mr. Linn, editor of this paper, UP-1, 300 U. S. POSSESS. Cuba, Philippines, etc. 200 Hor 
sippi. Mint Used was chairman of the judges who passed on the merits of the various AF-1, 300 MIXED AFRICA .................. Ke 2.00 taro 
285 1c Trans ae ie ..$ on y #4 exhibits shown. They were most enthusiastic about the fine hospi- oo. as a Pd Ce ccccccccccccvcccresrcccccccesoces oa dramé 
286 2c Trans Mississippi .. ° . P llen rograms set up for the enjoyment of the -i, ; LIG Coccccece KOCH EO Wessdeserccsreese hes veces x : 
267 4c Trans Mississippi .. 2.15  .60 tality and the ily t h 08 the states P soy We offered TF-1 as a trial lot about a month ago and dozens of buyers have written his pr 
288 Sc Trans Mississippi .. 3.00  .55 visitors, especially those from the states. —_ ______| to tell us that they are well pleased with both the stamps and the price. It ig 9 Ougai 
289 8 Trans nee ** Se “a ; world-wide mixture, as we have used stamps from each of the other lots. was a 
290 10c Trans Mississippi .. : an : om . 
291 50c Trans Mississippi .. 11.25 2.75 U. 4 Bar ains a Fine Mint WEY SEASON These prices make it easy to pay in dollar bills and save the cost of years” 
292 $1 Trans Mississippi 25.00 20.00 i] Write now if you wish to sell through money orders, registration, etc. I will be responsible for amounts up to Japan 
= . er eo} lial a oe. ; $10.00 sent by first class mail, but you can of course send a check if 
293 $2 Trans Mississippi .. 38.00 32.50 1940 Famous American ......... (35) 4.75 the predominant auctioneers s seid Fy. : Me 4 Like 
Send your stamps to us for our ex- | 1932 Washington Bicent ........(12) 1.75 New Season's sales are being pret Migr agar orealt slips or approvals ORDER. YOURS TODAY — nomin 
amination and appraisal. Your check 1935 Nat. Parks Imperf, “sae oe 1,50 reserved rapidly. | aaa is dar 
vill bi nt immediately while holding Blox at 4 Times — Wha se " 
oane names in prieweanes for your ac- H. R. HARMER, INC. D. BLAKE BATTLES . « e Wooster Ohio in par 
ceptance. Adelphia Stamp Company THE ROOSEVELT AUCTIONEERS | s] graved 
HOBBS STAMP CO. 902 Filbert St. Phila. 7, Pa. | 32 E. 57th St. New York 22, N.Y. $} Good Values and Personal Service to Collectors for 20 years. Ace 
38 Park Row New York 38. iM. Y. warren ge | AAI III _w er => ——EEEE—————————————— — — Asahi- 
.., Description Cat, Val. ) + Description Cat. Val the 7 
r : 34 OFF be eae 5c Flags 7909-921. Cpl. set n 235 + 5¢ China #906 (8 biks) Mint. VF .... 9.60 the Ri 
DIRS. VIP cacccccscccccsesscsses 6.15 | 236 oH 5¢ China #906 (15 blks) VF .......... 11.35 four 1 
1% « i918" >. 24c¢ ‘Airmails 2#C1-3 . set 237 oH 5c Luxembourg #912 (25 blks) VF .... 10.00 Lak ] 
z VF by ceccece »eeee 15.50 | 238 © 5e Netherlands #913 (25 biks) VF .... 10.00 e 
6c #C2 . OG. Very Fine sesece 8.00 | 239 HI 5c Belgium 7914 (25 biks) VF ...... 8.75 of Hol 
ed Xm 1926-27. 10c-20c Maps #C7-9 Blks of 4 240 oH Sc France #915 (25 bliks) VF ..... 10.00 Den 
a rr a Pree soe 440 | 241 44 3c Florida #927 (10 pl. no. biks) +* VF 5.00 
137A 4H J0c- -20¢ Maps #C7-9. Mint set in 242 +4] 1946-47. 3c Commems, lot of 35 various 14 anc 
pl . blks of 6. F- err 7.00 Se. We. BERS, MEINE: WE ccc ccccceccsscns — turin: 
138 +*« 1933. “50e Zeppelin #C18. OG Very Fine 9.00 | 243 © 1946-50 3c Commems, Misc. lot of 8 
139 G) Soc Zeppelin #18. =? Jee wine’ rer 5.38 ‘ | ee ee reer oa park, 
pec elivery "ine 5. 244 «HY 1947-49. 3c pmo. Lot of 40 pl. no, i 
X ] 3 ] 9 CHU RCH Ss Y ANN EX 141 f 1893. 10c #E3. OG Fine ............. . 1.65 Sk Me Ce ihe all venir 
° ° ’ 7 142 1902. 10c #E6. OG Very Good ........ 1.65 | 945 sj 1949-50. 3c Aa OO Lot of 35 pi. no. ‘ each | 
143 « 1911. 10c Registry #Fi. OG Fine .... 3.50 SS Serra are —_— the sa 
144 *« 1879. 5c Postage Due #J4. OG VG .... 2.75 | 2 2 6c-50c Airmails ecas- C31 (20 sets) F-VF 15.40 . 
N EW 145 &K 0c #55. Wide margin at right. VG OG 8.00 | 247 () 10¢ #C27 (200) VF ..e... esses ee es es 8.00 vious | 
/ 146 « = 188 7-89. Bc,10c 7¢J18-19. F, unused copies 3.50 | 248 © 15¢ #C28 (100) ve PTYTTTTT TTT 12.00 Nation 
147 #« ©. 1891-93. 30¢ 4J27. Trace of gum. Fine 5.00 | 249) 30c #C30 (60) F-VF ............05- +e» 10.00 
148 *« 1894. 30c #J36. OG Very Good ..... - 5.00 | 250 (©) SOc 4C31 (25) F-VF ...........00. coos 7.50 
149 *« 1906. GOc 2:344. OG Pime ......cceseee - 2.00 | 251 G 10c,15c,25¢ 4034-36 (50 sets) VF .... 16.50 Stan 
+ | 150 #« «=6.1914-15. 30c 4J57. Mint. Fine .. 1.75 | 252 (-) 10c #C34 (100) VF ............. soe 6.00 
151 () gees. Mg fhargere 7 #04, 8.00 253 «FH 15e #C35 (4 pl. no. biks) Mint VF see Hy} 
d urple Target canc. One Perf. short 264G@) 166 BCS. (100) VF ..... cs cccee. ooves im Gan 
> O0 tots WM De anit te ie eee “ jalan acceptable trade references may have their lots for- 162 *« 24c Agriculture #08. Perfs touch at fo ge ere rer reer ee 12.00 
3 Successful bidders known to us or fu 8 ill t tified and their lots will be sent upon top. Very Good ............ ccovce 8.50 | 256 GC) 15¢ H#C35 (200) VF .........sseeceee - 4.00 For 
warded for immediate remittance. Other bidders w be ne 153 © 5c Interior #021. Fine cesoees 1.85 | 257 %_ Be Coil #C37 (50) Mint. VF 6.00 which | 
payment ‘ ‘ 154 ~) 24c Interior ° woes Lot of three K 258 «fj 5c N.Y. Jubilees #C38 (15 biks) * F-VF 9.00 : ; 
9. Cost of forwarding lots including insurance will be added to bill, New York City bidders must pay copies. VG-F oe ah’ hee nn TTTT 330 259 4H 5c N. Y. Jubilee #C38 (4 pl. no. biks) Finlanc 
Boy. Salen sae block, VF—very fine, well centered, F-—fine, per- 14 ¥ a Seotios £Oze OG ine oes soos. Oe ld Mint. P-VF . > ~20° 110 bike ws ae ares 8.00 product 
KEY: ~—unused, OG—original gum, G—used, [j}—bloc " 56 « = aC tani 260 OFA Se N. Y. “Jubilee #C38 (10 biks) F-VF 5.50 3 
i VG—very good, perforations cutting or touching, G--good—defective or badly 157 * 6c Justice #028. One corner rounde 261 #AH 6c #C39 (10 pl. no, blks) Mint. VF 5.00 stamps 
ee ee he Post Office otherwise Fine OG .......sseseeeees 5.50 | 262 $41 6c Alexandria #C40 (10 pl. no. biks} th 
cancelled, mint-unhinged as from the Po . 158) 15¢ Justice #031. Fine : : 8.00 an oe ere ate e en 
Soott catalog numbers and prices used on all lots, 159 G) lc Navy #035. Fine ......... 2.25 | 963 $F 15¢ U.P.U. #C43 (4 pl. no. biks) + VP 5.40 Sport 
ia Cat. Val, # Description @at, vai. | 180% Te Navy #039. Very Good + 8-00 | 264 40} 15¢ ULP.U. #C43 (10 pl. no. blks) will we 
escriptio . oan.4 ! Me OE. 60s 64k ons i wbaes 08 66% 
“s A mn J . ™4 +A 1910. 1e-2c pnpert. 3383-384 , ga bP BE | oe, eee, Sere + 9.00 | o65 ve Wright Bros. #C45 (10 pl. no. biks) - done a 
UNITED STATES en oe = AP. mA. i retire a * 4 162 G) Je cad Toe. Well cent’d. Few 3.80 | = TT Rae adage ceieaetltasiteel gta eee Two 
< r § i -lc,2¢ oils 385-3 B 3 MUENS pekevuerencsconeces eee f | , 
1@ 17 re ih Vers Oar — amet ewe? | 16 4 i. Coll # 385. Mint pair. VF ....... « 2.70] 163 ( 0c Navy 264s. Tiny scissor cut | 266 «FA cikay a See. #045 (15 pi. ol . 9.00 work o 
ac) be # ’ oe os = 32.50 | 77 ¥ 2c Coil F386 Mint pair. VF ..ccccccce §.00 | very fine looking. ....... weseses 12.50 | a67 ¢ Be Wright Bros, Ces (168) PVE -- 38 vou 
ao Se MT, Wety GOed. ....sccceses 10.00 | 78 le Coil $387. Mint pair. VF sesesees 6.50] 164 %  30c Post Office #055. OG Very Fine 2.25 | 593 %  16c Spec. Del. Airmail #CE1 aay pius ty 
22 ie 10. Lightly canc. Fine .....++-+5 7:50) 79 t 1912-13 “ — Pacific 6.60 165 « 90c Post bat i OG Very Fine .. 4 ie Incls. biks. Mint. VF . players 
\) + : 5 fery PEPE r e 1.95] 2397-399 ne y axe PPTTTTIT TT TT 166 ( 10c State 706: RARE APPS ° f : : 
z ag Fine Wine srg Ete coce  .860| 80 te 0c 4400a, OG Fine .........06 coceees 10.00] 167 () 24c State HOGS. Fine ............0008 10.00 END OF MAIL § SALE. 6mk Tu 
SH fee B55. Good OVE. COPY ..--.200200- 11:00] 81 1912-15. 76 ze407. "Sc Fine’ saneeees 1373 | 188) 3c State O96. Fine oss 9.00 THANK YOU, Aimo 
c : we anus — .00 82 (FA Te £407. sed b of 4 f reper ey 169 ¢ 1879. 3c Agrictulture 9. Good avg 7 FASE 
8 Good Me oi Md cle eo Herd 3 * le-2¢ Coils 7410-413. OG Pairs, F-VF 5.80| 170 % 0c Interior #0100. OG Fine . 3.50 sa Be yg BL plus 2m 
9 ( Bee Vert Good .........ccccssscs 1000) O44 So-10e 2414-416, VG-P OG ......500: 6.00| 171 & 3c Justice #0106. Perfs sitly cut at SE AIRMAIL i SSIBLE while ¢ 
10 We £36. Very food ave. OG .l.tc2c. 4.50] 85 de 15e 8418. OG, Very Fine ........ ee fight. Fresh OG o.....sssese. vee 6.00 | ” pl 
11 «©1861. 1c #63. Good Avg. Or ...+0+0 12.00} 86 * 30¢ #420, OG, Fine bio abhban ta 6.00] 172 @ 6c Justice #0107. Fine .............. 8.00 | v plus 
3G 0c H#7T0a. Fine ...........+seeesee coe 12.00 | 08 Jon oc 420, Used bik of 4. #-VE Ii 11.00 | 173 (5 90c Treasury #0113. Fine ; cece SE REO STAMP co tion of 
13 G) 30¢ #71. Good avg “copy wists dies stdin 2.00 | * igi4: 16. 1ce-2c Coils a Mint ae 174 ¢ 1911. $1 Postal Savings #0123. Fine 1.65 a dium at 
8 3 Fi (eieecepantevaveres Chg” | a Raiabadpekiiis Praia nes 4 
RS c® 0 Aupetpbbeanebennersnere - 3| @ Tere Coils “34di-444 Mini’ ‘pairs, VF 12.80 WHOLESALE LOTS P. O. BOX 1319 Accor 
18 (:) 16e #77. Fine . Saebessiacesed 6.50 * “aC : : o7g.| 298 Q 30 HUNG 1B) FAVE nnn cco cceee ++ $50 | CHURCH ST. ANNEX Helsink: 
16 (©) 24¢ for While Gear ene cuielet 9.00| 99 ®« 4c Coll #446. OG Fin ‘i “pair. ‘'e 359| 176 5c Columbian 234 (10) F-VF ....+. 4.00 . elsink: 
gg Meet de NE, FINE COCCIIEIIIIIIIIII B80] FH Be Se, SAAT atime gute’ ‘ine aie. "F 398) tan cB sate tG0r Very, good to fine :-:::: $00 | NEW YORK 8, N. Y. have m 
{2 ae OR Ws eee +» 6.00 7 Hi . . 178 () 4c #269 (60) Good to Fine ...... 60 | : 
19 (©) 10c #96. Fine prasaceseoees . nee 93 1917. $2 #479. OG Very Fine ........ ee 179 () 8c #272 (75) Very Good to Fine 4.50 | . t lots in your Proval ¢ 
20 (-) 30c #100. hers . aie. cc ee 955| 94 $5 4480. OG, Very Fine .......... sees 0 180 (-) 10c #273 (40) Very Good to Fine 4.80 Please enter the followir bids for lots af that nat 
21) 1869. le-3e_ 112-114. Goo B50| 95 ie-81 3498-518. Cpl. set. OG F-VF .. 3-8 181 (-) 4c #280 (100) Very Good to Fine 5.00 | August 13th mail sale. I have read your terms 
22 (:) 10c #116 san eee : vreereeert’ 350 | 96 (FR 13c 3513. Used bik of 4. aia’ * "9 ana 182 5c #281 (60) Very Good to Fine .°:. 3.00 | Sale and agree to same 
30 12¢ #117 a Sheeteuehos csusseessee ae ae S 3 _ #515. Pl. No single. Mint. uperb Pr 183 (7) 10c #283 (27) F-VF ............+:.... 5.40 Ext 
« Ge 4 ae TBP bebapee Secesss SUGEP ae #519. OG Very vine 4323, OG VF 4750 | 184@ le Pan American #294 (20) Good to Fine 4.00 er 
2% © 30¢ #1 aol -. aes eres 5.00 | .22 i918 $2 Orange & — #5: 15.00} 185 © 3¢ #302 (25) Very Good to Fine .... 1.50 | NAME ....ccecccccccccccccccecceccvccvcecccccsescsees i 
3 Ie 15¢. #isi-1s2 Very Good '.....22- 9.00 101 i Fleets “$531 535, OG VF... 5.75 | 186 G) 4¢,5c,10c, nos. 303(30), 304/40), 7.16 Privil 
-) . — aueia a ory #537, Blk of 4 OG F "5 PW sen vetbethesiatesseus sc 
28 ¢- 90c 3155. Very Good . cesccccocces 16.00 102 +f} 1919. 3c Victory #537. Blk of 4 OG F 4.75 } ! 
29 () 1873, 30c #165. Very Fine .....++.++++ Soo | 103 & «1920. $2 4547. OG Very Fine 21 mo 2 ee pee ae A es be MONEE cxssvsiedsney seownnsseicereneliseceei Public 
30 ro! 166. Very G0O0d .......seeeevers a 104 (-)  le-5e Pilgrim 3548-550. Compl. set F- VF 3.12 | 188 % ze ee Erne 85 Gi 88 Vv $3 une 26 
1 1879. 2c #183. OG Fine cecceese 9021105 61922. Moc-$1_ 7551-571. F-VF OG 19.87 g Perr © 
32 eH 1883. 2¢ F210. Bik of 4. Pine, oo" 400 | 108 & $2 #572. OG Very Fine reestees 18:00 | 180 | Ty ag? gy elect 8 ee ee ae Daas: 
33 x 1888. 5c #216. Perfs sitly cut. OG re 107 | a ip2i- e,1%e.2¢.tinperts. Pee ae 191 ©) 2c Imperf. #409 (160) Very Fine .... 8.00 uthoriz 
35 & 90 $18. vor? Good 15.00 Biks of 4 VF, OC 192 % © 2c,le Coils #442- AAS (3 ea) Mint, VP 7.05 | of posta 
G p : 00 | eae ts 0G ee cee 180s eee ee wee. : 193 (-) 4c,5c,6c nos. 503,504 (50 ea.) ot e CTEMCOD cesesncee evseresesesessensessereesereseee 
36 & 1890. 30c #228. Very Good. “68 * oe see 109 #« §=.le,2c perf. 11x10 0 #578- -579 = Fine .. 9.00 194 0) 13¢ 3#513 (10) very Good te Pine 6.50 letter rv 
3 Ot ie colu oc Colusa Bik of 4, Mint F 7.80/20 & le-10c pert. 10 3681-601. Cpl. set. .93| 195 G)_ $1 #518 (30) Fine. ............... 3.00 letters 
Ft ¢ Columbian : OWE GP saccccoscccencvégertossses oe ‘ 130 #5 a 1ks int. F-vP (17 °°.° 450 P 
33 4 15¢ Columbian #238. Very Good OG 39 111 469 2c Harding imperf. #611. Blk ‘of 4, aah io $A se Paty to blks) i see m eneetes 620 | Please bid by Lot # not Catalog # 1 ounce 
“0 50¢ Columbian tage Sosa OG uae 45.00 Ps vr OG wos cee s eee e stusecse blk of4 F-VF 5.50| 198 ¥ 2c Harding Perf. 10 #612 (4) OG G avg. 9.00 1D (Mmalt) Armed I 
41 4 $1 Columblan #241. Fine. OG ........ §.00 | 112 GFR 2c Harding Imperf. #611. @ ; ° 199 #« 5c Norse American #621 (4) OG VG .. 14.00 |LOT #  ~—s BID (limit) LOT ¢ — BED (limit) While 
42 1898. 6c #282a ne. i ce os 66 113 © 1924-25. 1c-5c Walloons, Lexingtons 55 | 200 G 2c Sesquicentennial #627 (100) F- VF 8.00 Bid $ pees 4 : Bid $ or 
43 % le-10c Trans.-Miss. 3206°200. bite. 8.45 614-619. PVP 56-631. VF GG Lao | 201 #H 2c Molly Pitcher 2646 (15 biks) Mint F 11.25 i and such 
44 (-)_ 1c-10c_ Trans.-Miss. 3285-290. ot 4 CO 114 c-5c Norse American #620 21. Biks 202 3 2c Fallen Timbers #680 (25) Mint. F-VF 4.50 $$$ ident of 
4 %7] le-2c Trans-Miss. #285-286. Bikso 2.00 115 Sen 2c-5e Norse American 7620-621. B 16.50 | 203 +A] 2c Mass. Bay +682 (10 biks) Mint. F-VF 400 | Bid $ Bid $ ates 
Fine. OG bade PN Red by Kelty a VF. OG 8.00 of 4. F-VF OG ye VP 2°75 204 +4 2c Charleston #683 (6 biks) Mint VF 4.50 2 designat, 
46 * = «=«10e TransMiss. #290 well cent’ Py 116 469 1926. 1%c Imperf #631. Bik of 4 * 205 *« 2c Red Cross, 2c Yorktown #702-3 Bid $ Bid $ heat 
Oe eee SE. Fee, OS os 000000000 10.00 | 117 le-10e 3632-642. F-VF OG 1.69 (25 ea.) Incls. blks. Mint. VF ........ 4.50 3 a ers 
48¢) 50c Trans #291, Fine . 364-398.° 118 le-10c #632-642. Biks of 4. F-VF OG 7.07| 206 * =©6.2c Yorktown #703 (50) Incls. blks + VF 5.00 ee Postmast 
49 « «1901. 1le-10c Pan. American ‘# 20.70 119 1928. 5c Hawali #648. Blk of 4. Avg 207 *« = =«¥ec-10c Wash. Bi-Cent. 3704-715 Bid $ Bid $ dover 
Complete set. F-VF, 0G ee . centering. Part gum. . pesssecccces BOD CB Weed PE. DWE onc cccccocccecces . 8.58 i - iar ~ ene 
no = Ld American 32 Pp 9.89 | 120 «= =.1929._Ic- a” seem 2658-668. cpl 20.62 | 208 em 1¥%c #706 (20 blks) Mint. F-VF ...... 10.00 ~~ aan $ — eae $ — 
Ic-#e Pan Pera PRS 95. Blks of oe oo panes saao eee 665 | 209 2c #707 (60) Majority in biks. « F-VF 3.60 | 
Ot 3H “Fine. OG . 4.15) 121 He 1931. 11e-50¢ 4692-701. F-VF sss orl oe FH 4c #709 (10 biks) Mint. VF -......... 4.00 ——— ee ce 
oe * me. OG aasarssast asc useeeecerss 4.42 | 122 *« 1932. Yec-10e Wash Bi-Centenn als oe6| 211 6c #711 (5 blks) Mint. F-vF | ...:: ** 150 Bid $ Bid $ A Lindt 
or ic Impert 4314. Blk of 4. WF OG 7.00 | 104-715. Mint set. VF ‘ 212 Hy 7c #712 (7 blks) Mint. VF ..........4. 5.25 3 ————— eet tia 2c Ty; 
&S 1906. le Imperf. #: " 123 +H *ac-10c Wash. Bi-Cent. #704- 715. Set $13 1 8c #713 (5 biks) Mint. F-VF __.:: i. — - CIB 500 2 
64 HY le Imperf. #314. Blk of 4. VF ....... 6 18 | in mint blks of 4. F-VF ............4. 11.07 | 314 SHH oc 714 (4 biks) Mint. F-VP 110 '* 8:00 Bid $ Bid we a 2 
Se SiH Tsotfe'Louthana zs. "nik ot teg' P| 1 AF 2B Jefe ae parks O-HH8 "9 | Ha HBr Maryn ‘eo eis ks. 4 VP 608 | ——— Bae C« 
‘ ‘ ra 5s coco Det ie 3c Wisconsin #739 (15 blks) Mint. VF 7.50 
a BM. J Sc Jamestown a Se 8.75 | 198 407 3e-100 Nat'l Darks 4100- 749. Pl. No. 16.98 317 KY ic-i0e Natl Parks 4740-149. (6. sets) = 5 ae apo 
6 © ilc-be Jamestown #328- -330 Cpl. set. F 4.05 | 19g 47] 1935. 3¢ Mothers Day ‘3e Wisconsin =] ig | tk 4 to ) $3.98 Bid $ Bid $ Satistactic 
29 F-VF 5.00 | 4 218 +f 5c Virginia Dare #796 (10 ‘plks * F- VF 10.00 ior 
be *H lc Jamestown #328. Bik of 4 OG ~ 8:00 | Imperfs. #754-755. Cpl. set of 4 corner 219 10c Smoky Mt. #797 (30 panes) + VF 17.50 ccmnatneutinenpeses . a 
oo 1908. 3c #333. Used bik of 4. Fine .... e4 biks of 4 of each. VF ‘ woo mm | 980 10c #797 (40) Very Fine .........css.. 6.00 Bid $ Bid $ R 
61 «  i3c $339. Fine. OG ..... 11:00 | 127 +6 sic-10c Nat'l Parks Imperfs 756-765. 221 GFA ile Pres. #816 (15 blks) F-VF ...... - 3.75 : — Re. 1005 1, 
62 FF 13e #339. Used bik of 4. Fine : axes | Cpl. set in biks. of 4. VF ...... r 10.00 | 222 13c #818 (100) F-VF 6.00 Bid $ Bid $ ently 
63 CH 15e_ 4340. Used blk of 4. Fine ... , 90 | 128 +8 1c-10c Nat'l Park Imperfs "#756-765 223 GC) 16c #821 (50) VF 6.00 
@ «x = ic-Se Imperis. #343-347. Cpl. set VF OG 250 | Cpl. matched set of 4 corner blks of 4 224 (FF 16c #821 (10 biks) 5.00 Se ee mutate weee< 
e wi lc Imperf. 7343. Bik of 4. VF, OG .. 2.50 A very unusual group. Total 40 blks. VF ——| 295 (3) 19¢ #824 (50) F-VF 6.00 Bid $ Bid $ BR 
Bo 1¢,2c Imperfs. #343-344. @ biks of 4 VF 5.25 | 199 467A] 1c-10c Nat'l Park Imperfs. #756-765 226 CFT 19c#824 (10 biks) 6.50 ee > 
e Ic-2e Coils 7348-349 Mint pairs. VF 7.20 | Cpl. matched set of arrow position 227 HA 2lc #826 (8 biks) 6.40 Bid Bid a ar: PC 
68 § 4c Coll #350. Used pair. Fine eee 14.00] biks of 4. Total 40 blks. VF . 49.00) 298 (\ 22¢ #827 (50) F-VF ... 9.00 id $ see friendline 
4 ¢ Se Coil #351. Very Fine. OG . +++ 12.50] 130 4 16c Spec. Del» Arimail Imperf. ‘#711 229 ¢ 24c #828 (60) F-VF . 7.20 | -——-—- <> -SeeenneEEEERET GeneERERRREE % lowest 
le Coll #352. Mint pair. VF... ...... 8.00 Bik of 4. VF 5.50 | 930 OB 24c #828 (6 blks) F-VF 3.60 Bid $ Bid $ for your 
% @ = =©6©c Coll #353. Mint pair. “ we 5.5 ad 131 47] 50c Presidential #831. Pl. No. bik of 4. ‘ 231 ©) $1 #832 (100) F-VF ‘cents ae v — tlection 
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